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NATIONAL FOREWORD 



This Indian Standard (Part 51) (Second Revision) which is identical with IEC 60050-841 : 2004 
'International Electrotechnical Vocabulary — Part 841 : Industrial electroheat' issued by the International 
Electrotechnical Commission (IEC) was adopted by the Bureau of Indian Standards on the 
recommendation of the Basic Electrotechnical Standards Sectional Committee and approval of the 
Electrotechnical Division Council. 

This standard was originally published in 1 979 and subsequently revised in 1 993. This second revision 
has been undertaken to bring it in line with the latest version of IEC 60050-841 : 2004. 

The text of IEC Standard has been approved as suitable for publication as an Indian Standard without 
deviations. Certain conventions are, however, not identical to those used in Indian Standards. Attention 
is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should be 
read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker, while in Indian Standards the current practice 
is to use a point (.) as the decimal marker. 

In this adopted standard, references appear to certain International Standards for which Indian 
Standards also exist. The corresponding Indian Standards, which are to be substituted in their 
respective places are listed below along with their degree of equivalence for the editions indicated: 

International Standard Corresponding Indian Standard Degree of Equivalence 



IEC 60050-1 11 : 1996 International 
Electrotechnical Vocabulary — 
Part 111: Physics and chemistry 

IEC 60050-151 :2001 International 
Electrotechnical Vocabulary — 
Part 151 : Electric and magnetic 
devices 

IEC 60050-411 : 1996 International 
Electrotechnical Vocabulary — 
Part 411 : Rotating machines 



IS 1885 (Part 73) : 2011 
Electrotechnical vocabulary: Part 73 
Physics and chemistry (first revision) 

IS 1885 (Part 74) : 2011 
Electrotechnical vocabulary: Part 74 
Electrical and magnetic devices (first 
revision) 

IS 1885 (Part 35) : 1993 
Electrotechnical vocabulary: Part 35 
Rotating machines (first revision) 



Identical 



do 



Technically Equivalent 



The technical committee has reviewed the provisions of the following International Standards referred 
in this adopted standard and has decided that they are acceptable for use in conjunction with this 
standard: 



International Standard 
IEC 60050-121 : 1998 
IEC 60050-521 



Title 



International Electrotechnical Vocabulary — Part 1 21 Electromagnetism 

International Electrotechnical Vocabulary — Part 521 : Semiconductor devices 
and integrated circuits 

International Electrotechnical Vocabulary — Part 531 : Electronic tubes 

International Electrotechnical Vocabulary — Part 726 : Transmission lines 
and waveguides 

International Electrotechnical Vocabulary — Part 731 : Optical fibre commu- 
nication 

IEC 60050-81 5 : 2000 International Electrotechnical Vocabulary — Part 81 5 Superconductivity 



IEC-60050-531 
IEC 60050-726 



1984 

1974 
1982 



IEC 60050-731 : 1991 
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The text of this standard is published in various languages but the index is being published in English 
only. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the 
final value, observed or calculated, expressing the result of a test, shall be rounded off in accordance 
with IS 2 : 1 960 'Rules for rounding of numerical values {revised)'. The number of significant places 
retained in the rounded off value should be the same as that of the specified value in this standard. 
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INTRODUCTION 
Principles and rules followed 



General 



The IEV (IEC 60050 series) is a general-purpose multilingual vocabulary covering the field of 
electrotechnology, electronics and telecommunication. It comprises terminological entries, 
each corresponding to a concept. These entries are distributed in several parts, each part 
corresponding to a given field. 

Examples: 

Part 161 (IEC 60050-161): Electromagnetic compatibility 

Part 41 1 (IEC 60050-41 1 ): Rotating machines 

The entries follow a hierarchical classification scheme Part/Section/Concept, the concepts 
being, within the sections, organized in a systematic order. 

The terms, definitions and notes in the entries are given in English and French. Some are also 
available in Russian and Spanish. 

In each entry the terms alone are also given in the additional IEV languages, wherever available: 
Arabic, Chinese, German, Spanish, Italian, Japanese, Dutch, Polish, Portuguese, Russian and 
Swedish. 

In addition, each part comprises an alphabetical index of the terms included in that part, for 
each of the IEV languages. 

Organization of a terminological entry 

Each of the entries corresponds to a concept, and comprises: 

- an entry number, 

- possibly a letter symbol for quantity or unit, 
then, for each of the principal IEV languages: 

- the term designating the concept, called "preferred term", possibly accompanied by 
synonyms and abbreviations, 

- the definition of the concept, 

- possibly the source, 

- possibly notes, 

and finally, for the additional IEV languages, the terms alone. 

Entry number 

The entry number is comprised of three elements, separated by hyphens: 

- Part number: 3 digits, 

- Section number: 2 digits, 

- Concept number: 2 digits (01 to 99). 
Example: 151-13-82 



IV 
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Letter symbols for quantities and units 

These symbols, which are language independent, are given on a separate line following the 
entry number. 

Example: 

131-11-22 

symb.: R 

resistance 

Preferred term and synonyms 

The preferred term is the term that heads a terminological entry; it may be followed by 
synonyms. It is printed in boldface. 

Synonyms: 

The synonyms are printed on separate lines under the preferred term: they are also printed in 
boldface, excepted for deprecated synonyms, which are printed in lightface, and followed by 
the attribute "(deprecated)". 

Parts that may be omitted: 

Some parts of a term may be omitted, either in the field under consideration or in an 
appropriate context. Such parts are printed in boldface type, and placed in parentheses: 

Example: (electromagnetic) emission 

Absence of an appropriate term: 

When no adequate term exists in a given language, the preferred term is replaced by five 
dots, like this: 

" " (and there are of course no synonyms). 

Attributes 

Each term (or synonym) may be followed by attributes giving additional information, and 
printed on the same line as the corresponding term, following this term. 

Examples of attributes: 

- specific use of the term: 

transmission line (in electric power systems) 

- national variant: lift GB 

- grammatical information: 
thermoplastic, noun 
AC, qualifier 

- abbreviation: EMC (abbreviation) 

- deprecated: choke (deprecated) 
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Source 



In some cases, it has been necessary to include in an IEV part a concept taken from another 
IEV part, or from another authoritative terminology document (VIM, ISO/IEC 2382, etc.), in 
both cases with or without modification to the definition (and possibly to the term). 

This is indicated by the mention of this source, printed in lightface, and placed between 
square brackets at the end of the definition. 

Example: [131-03-13 MOD] 
(MOD indicates that the definition has been modified) 

Terms in additional IEV languages 

These terms are placed at the end of the entry, on separate lines (one single line for each 
language), preceded by the alpha-2 code for the language defined in ISO 639, and in the 
alphabetic order of this code. Synonyms are separated by semicolons. 



VI 
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Indian Standard 
ELECTROTECHNICAL VOCABULARY 

PART 51 INDUSTRIAL ELECTROHEAT 

( Second Revision ) 



1 Scope 

This part of IEC 60050 gives the general terminology used in industrial electroheat, as well as 
general terms pertaining to specific applications and associated technologies. This new 
edition reviews and complements the previous one by developping electrode, laser and 
ultrasonic heatings. 

This terminology is of course consistent with the terminology developed in the other 
specialized parts of the IEV. 



2 Normative references 

The following referenced documents are indispensable for the application of this document. 
For dated references, only the edition cited applies. For undated references, the latest edition 
of the referenced document (including any amendments) applies. 

IEC 60050-111:1996, International Electrotechnical Vocabulary - Part 111: Physics and 
chemistry 

IEC 60050-121:1998, International Electrotechnical Vocabulary- Part 121: Electromagnetism 

IEC 60050-151:2001, International Electrotechnical Vocabulary - Part 151: Electrical and 
magnetic devices 

IEC 60050-411:1996, International Electrotechnical Vocabulary - Part 411: Rotating 
machinery 

IEC 60050-521:2002, International Electrotechnical Vocabulary - Part 521: Semiconductor 
devices and integrated circuits 

IEC 60050-531:1974, International Electrotechnical Vocabulary - Part 531: Electronic tubes 

IEC 60050-726:1982, International Electrotechnical Vocabulary - Part 726: Transmission lines 
and waveguides 

IEC 60050-731:1991, International Electrotechnical Vocabulary - Part 731: Optical fibre 
communication 

IEC 60050-815:2000, International Electrotechnical Vocabulary- Part 815: Superconductivity 
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3 Termes et definitions 
3 Terms and definitions 



Section 841-21 - Concepts generaux relatifs au transfert de chaleur 
et a la conversion d'energie electrique en chaleur 

Section 841-21 - General concepts relating to heat transfer 
and conversion of electric energy into heat 



841-21-01 

champ de temperature 

espace dans lequel une temperature specifiee peut etre assignee a chaque point 

temperature field 

space in which a temperature can be assigned to each point 

ar SjljaJl <Jt^> 

en fifi® 

de Temperaturfeld, n 

es campo de temperatura 

ja US.Wf 

pi pole temperatury 

pt campo de temperatura 

sv temperaturfalt 

841-21-02 
surface isotherme 

surface caracterisee a un instant donne par une temperature identique en tous ses points 

isothermal surface 

surface characterized at a given moment by an identical temperature in all its points 

ar »jt ja-Jt ^jLuu £^ 

en ^MM 

de isotherme Oberflache, f 

es superficie isotermica 

ja #p?!E 

pi powierzehnia izotermiczna 

pt superficie isotermica 

sv isotermyta 
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841-21-03 

gradient de temperature 

quotient de la difference de temperature par la distance, dans la direction normale a une 
surface isotherme 

temperature gradient 

quotient of the temperature difference by the distance, in the direction normal to the 
isothermal surface 

ar SjljaJI ^jJ jtJa-Jt 

en U&ffig. 

de Temperaturgradient, m 

es gradiente de temperatura 

ja fift^lBB 

pi gradient temperatury 

pt gradiente de temperatura 

sv temperaturgradient 



841-21-04 

symb.: Q 

(quantite de) chaleur 

difference entre I'accroissement de I'energie totale d'un systeme physique et le travail fourni a 
ce systeme, en supposant que ni matiere ni rayonnement electromagnetique ne traverse la 
frontiere du systeme 

[111-13-35] 

NOTE 1 La quantite de chaleur depend de la maniere dont le changement d'un etat a un autre a ete 
obtenu et est seulement partiellement transformable en travail. 

NOTE 2 Un apport de chaleur peut se traduire par une augmentation de I'energie Nee a I'agitation des 
particules ou par d'autres effets tels que des changements d'etats. 

(quantity of) heat 

difference between the increase of the total energy of a physical system and the work done 
on the system, provided that matter and electromagnetic energy do not cross the boundary of 
the system 

[111-13-35] 

NOTE 1 The quantity of heat depends on how the change from one state to another has been 
obtained and is only partly transformable into work. 

NOTE 2 A supply of heat may correspond to an increase of the energy related to the motions of 
particles or to other effects such as phase changes. 



ar 


Sjlj^J) 4_ia£ 


en 


$im 


de 


Warme, f; Warmemenge, f 


es 


(cantidad de) calor 


ja 


mm 


Pi 


ilosc ciepta; ciepto 


Pt 


(quantidade de) calor 


sv 


varmemangd 
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841-21-05 

conduction thermique 

transfert de chaleur resultant de I'interaction entre molecules adjacentes, a I'interieur d'une 
entite constituee de solides ou de fluides 

heat conduction 
thermal conduction 

transfer of heat resulting from the interaction between adjacent molecules, within an entity 
consisting of solids or fluids 

ar »jt>»Jt J^jj 

en m&w 

de Warmeleitung, f 

es conduccion termica 

ja f&ft*i 

pi przewodzenie ciepta; kondukeja ciepta 

pt conducao termica 

sv varmeledning 



841-21-06 

convection (thermique) 

transfert de chaleur resultant du mouvement de matiere, a I'interieur d'une entite constituee 
d'un fluide 

heat convection 
thermal convection 

transfer of heat resulting from the motion of a material, within an entity consisting of a fluid 

ar SjIjaJI Ja* ji JiJ 

en ®t%$'fl!L 

de Warmekonvektion, f 

es conveccion (termica) 

ja f&MM 

pi konwekeja ciepta; unoszenie ciepta 

pt conveccao (termica) 

sv (varme)konvektion 



841-21-07 

convection naturelle 

mode de convection thermique dans lequel un mouvement dans un fluide est cree par la 
difference de densite consecutive aux differences de temperature dans ce fluide 

free convection 
natural convection 

mode of heat convection in which a movement of a fluid is caused by its density difference 
due to temperature differences 

ar (j^l) yXwiaJ! J*aJl 

en SMftm 

de freie Konvektion, f; naturliche Konvektion, f 

es conveccion natural 

ja ^mmrn 

pi konwekeja swobodna; konwekeja naturalna 

pt conveccao natural 

sv naturlig konvektion; egenkonvektion 
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841-21-08 

convection forcee 

mode de convection thermique dans lequel un mouvement dans un fluide est provoque ou 
maintenu, en sus de I'effet des differences de densite a I'interieur de I'entite, au moyen de 
dispositifs mecaniques externes 

NOTE Ces dispositifs mecaniques externes peuvent etre des ventilateurs. 

forced convection 

mode of heat convection in which a movement of a fluid is produced or supported, in addition 
to the effect of density differences within the entity, by means of external mechanical devices 

NOTE These external mechanical devices can be fans. 

ar ^jW^W J*aJI 

en 35i&*J"S 

de verstarkte Konvektion, f 

es conveccion forzada 

ja mmm 

pi konwekeja wymuszona 
pt conveccao forcada 
sv forcerad konvektion 



841-21-09 

rayonnement thermique 

emission d'energie par un corps du fait de sa temperature sous forme d'ondes 
electromagnetiques 

thermal radiation 

emission of energy in form of electromagnetic waves from a body due to its temperature 

ar tfjIj^JI £buiV1 

en $«# 

de Warmestrahlung, f 

es radiacion termica 

ja ffft&W 

pi promieniowanie cieplne 

pt radiagao termica 

sv varmestralning 

841-21-10 

transfert de chaleur 
transfert thermique 

echange d'energie sous forme de chaleur entre des entites de temperatures differentes 

heat transfer 

exchange of heat between entities of different temperatures 

ar »jlj^JI Jl&J! (diUjjl) <lu 

en #^ 

de Warmeiibertragung, f 

es transferencia de calor 

ja &#& 

pi wymiana ciepta 

pt transferencia de calor; transferencia termica 

sv varmeoverforing 
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841-21-11 

chaleur massique 

quantite de chaleur necessaire pour elever ou reduire la temperature de I'unite de masse 
d'une substance de 1 K 

specific heat 

quantity of heat necessary to raise or reduce the temperature of unit mass of substance by 
1 K 

ar ^j^l Sjtja-Jt 

en fcfcjSft 

de spezifische Warme, f 

es calor especifico 

ja ttm 

pi ciepto wtasciwe 

pt calor massico; calor especifico 

sv specifik varmekapacitet 



841-21-12 

symb.: c 

chaleur latente 

quantite de chaleur necessaire pour modifier I'etat ou la structure de la matiere dans une 
entite a temperature et pression constantes 

latent heat 

quantity of heat needed for the change of phase or structure of the matter within an entity 
being at a constant temperature and pressure 



ar 


ii.l£il SjljaJI 


en 


m& 


de 


latente Warme, f 


es 


calor latente 


ja 


mm 


Pi 


ciepto przemiany fazowej 


Pt 


calor latente 



sv latent entalpi 

841-21-13 

bilan thermique 

bilan de I'energie thermique dans une entite, qui tient compte de la chaleur re?ue, de la 
chaleur interne generee, de la chaleur emmagasinee a I'interieur de I'entite, de la chaleur 
dissipee dans I'environnement et de la chaleur latente de cette entite 

heat balance 

balance of energy in an entity, that takes into account received heat, heat generated 
internally, heat stored in it, heat dissipated to the environment and latent heat 



ar 


SjljaJI OU^ 


en 


&¥& 


de 


Warmehaushalt, m 


es 


balance termico 


ja 


iftux^ 


Pi 


bilans ciepta 


pt 


balanco termico 


sv 


varmebalans 
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841-21-14 

pertes calorifiques 
pertes thermiques 

quantite de chaleur egale a la difference, pour une entite et durant un intervalle de temps 
donne, entre la somme des quantites de chaleur fournie et de chaleur accumulee d'un cote, et 
la quantite de chaleur utile de I'autre 

thermal losses 

quantity of heat being equal to the difference, for an entity and during a given time interval, 
between the sum of quantities of heat input and stored heat on the one hand, and the quantity 
of useful heat on the other 

ar »jt>»Jt JStja 

en *!iffi^c 

de Verlustwarme, f 

es perdidas calorificas; perdidas termicas 

ja mmtk 

pi straty cieplne 
pt perdas termicas 
sv varmeforlust 



841-21-15 

chaleur fournie 

energie introduite dans une entite sous forme de chaleur ou convertie en chaleur dans une 
entite 

heat input 

energy introduced into the entity in the form of heat or converted into heat within the entity 

ar iiilill SjljaJl 

en S(A^!i 

de aufgenommene Warme, f 

es calor suministrado 

ja WiXJl 

pi ciepto doprowadzone 

pt calor entrado 

sv tillfort varme 



841-21-16 

chaleur produite 

energie extraite d'une entite a travers ses frontieres sous forme de chaleur ou convertie dans 
cette entite en d'autres formes d'energie 

heat output 

energy released from an entity through its boundaries in the form of heat or heat converted 
within this entity in other forms of energy 

ar 4-*j^-!l SjtjaJt 

en $|ti}#!i 

de abgegebene Warme, f 

es calor producido 

ja mmti 

pi ciepto odprowadzone 
pt calor saido 
sv avgivet varme 
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841-21-17 

chaleur accumulee 

difference entre les quantites de chaleur contenues dans une entite a la fin et au debut d'un 
intervalle de temps donne 

stored heat 

difference between the quantities of heat contained in an entity at the end and the beginning 
of a given time interval 

ar AJJIxaII SjljaJI 

en $?#$! 

de Speicherwarme, f 

es calor acumulado 

ja mwm 

pi ciepto akumulacyjne 
pt calor armazenado 
sv lagrat varme 



841-21-18 

procede thermique 

procede technologique qui requiert une quantite de chaleur pour assurer les modifications 
physiques ou chimiques d'une charge 

thermal process 

technological process that needs some quantity of heat for achieving intended physical or 
chemical changes of a charge 

ar ^jjIj^-H 4-jJ mil 

en ifcjili 

de thermisches Verfahren, n 

es proceso termico 

ja i&ftse 

pi proces cieplny 
pt processo termico 
sv termisk process 



841-21-19 
chaleur utile 

quantite de chaleur necessaire pour assurer un procede thermique prevu 

NOTE Le procede peut consister par exemple en I'accroissement de la temperature et la realisation 
de modifications physiques et chimiques dans la charge (voir 841-21-18). 

useful heat 

quantity of heat necessary to perform an intended thermal process 

NOTE The process may consist in e.g., increasing the temperature of the charge and achieving 
physical and chemical changes in the charge (see 841-21-18). 



ar 


L$j ililwUl sjlj^J' 


en 


^'mm 


de 


Nutzwarme, f 


es 


calor util 


ja 


*3!li?!r* 


Pi 


ciepto uzyteczne 


Pt 


calor util 


sv 


nyttigt varme 
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841-21-20 

chaleur recuperable 

partie des pertes calorifiques qui peuvent etre recuperees pour des utilisations utiles 

recuperative heat 

part of thermal losses which may be recovered for useful purposes 

en [hJiBc^i 

de wiederverwertbare Warme, f 

es calor recuperable 

ja QftXft 

pi ciepto odzyskowe 

pt calor recuperavel 

sv atervinnbart varme 



841-21-21 

puissance thermique 

quotient de la quantite de chaleur transferee ou generee dans un procede par la duree de ce 
procede 

thermal power 

quotient of the quantity of heat transferred or generated in a process by the time duration of 
this process 

ar ^jjljaJI SjJii! 

en J&lft^ 

de thermische Leistung, f 

es potencia termica 

ja SW'*!7- 

pl moc cieplna 

pt potencia termica 

sv varmeeffekt 



841-21-22 

electrothermie 

partie de la science et de la technologie traitant de la conversion de I'energie electrique en 
chaleur a des fins utiles 

electroheat 

branch of science and technology dealing with the conversion of electric energy into heat for 
useful purposes 

ar 5jibj$il! SjljaJl 

en &ft (¥) 

de Elektrowarme, f 

es electrotermia 

ja fl;^ 

pi elektrotermia 

pt electrotermia 

sv elvarmelara 
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841-21-23 
chauffage electrique 

production de chaleur a partir d'energie electrique pour des usages utiles 

electric heating 

production of heat from electric energy for useful purposes 

ar cr^jf^l ^ jAmll l 

en feflp**! 

de elektrische Erwarmung, f 

es calentamiento electrico 

ja muzm 

pi nagrzewanie elektryczne 

pt aquecimento electrico 

sv elektrisk varmning; elvarmning 

841-21-24 

chauffage electrique direct 

procede electrothermique dans lequel la conversion d'energie electrique en chaleur s'effectue 
dans la charge 

direct electric heating 

electroheat process in which the conversion of electric energy into heat takes place in the 
charge 

ar >^LiA!l ^Uj^lll ^ j-\ < »M I 

en m&f&talfo 

de direkte elektrische Erwarmung, f 
es calentamiento electrico directo 

ja mmmmm 

pi nagrzewanie elektryczne bezposrednie 
pt aquecimento electrico directo 
sv direkt elvarmning 

841-21-25 

chauffage electrique indirect 

procede electrothermique dans lequel la conversion d'energie electrique en chaleur s'effectue 
a I'exterieur de la charge, et la chaleur est ensuite transmise a la charge 

indirect electric heating 

electroheat process in which the conversion of electric energy into heat takes place outside 
the charge, and then, the heat is transferred to the charge 



ar 



en fHJSfeM 

de indirekte elektrische Erwarmung, f 

es calentamiento electrico indirecto 

ja mmnmm 

pi nagrzewanie elektryczne posrednie 

pt aquecimento electrico indirecto 

sv indirekt elvarmning 



10 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



841-21-26 

chauffage electrique localise 

chauffage electrique d'une zone ou d'un volume specifie et limite de la charge 

localized electric heating 

electric heating of a confined part or volume of the charge 

ar tP^I cr^j^l <j j-\ < »M I 

en m^fctiQlfo 

de ortliche elektrische Erwarmung, f 

es calentamiento electrico localizado 

ja mnf&nnum 

pi nagrzewanie elektryczne miejscowe 
pt aquecimento electrico localizado 
sv lokaliserad elvarmning 

841-21-27 

chauffage electrique superficiel 

chauffage electrique de la surface de la charge 

electric surface heating 

electric heating of the charge surface 



ar 



en iffi^Jp^i 

de elektrische Oberflachenerwarmung, f 

es calentamiento electrico superficial 

ja mmmmm 

pi nagrzewanie elektryczne powierzehniowe 

pt aquecimento electrico superficial 

sv elektrisk ytvarmning 



841-21-28 



isolant thermique 
calorifugeage 

materiau destine a reduire le transfert de chaleur entre deux milieux 

thermal insulation 

material intended to reduce heat transfer between two media 

ar tsjlj^- 1 ' Jj*-*' 

en mm (WW) 

de Warmeisolierung, f 

es aislamiento termico; calorifugado 

ja mK&m 

pi izolacja cieplna 
pt isolante termico 
sv varmeisolermaterial 
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841-21-29 

frequence du reseau (en electrothermie) 

frequence du courant alternatif du reseau de distribution electrique alimentant le reseau de 
puissance electrothermique 

NOTE La frequence du reseau est habituellement egale a 50 Hz ou 60 Hz. 

mains frequency (in electroheat) 

frequency of the a.c. electric power system supplying the electroheating power network 

NOTE Mains frequency usually equals to 50 Hz or 60 Hz. 

ar (Ajibj^iil SjtjaJt J) jJ*a«JI jj> 

en XM Ofe&M) 

de Netzfrequenz (fur Elektrowarme), f 

es frecuencia de la red (en electrotermia) 

ja m&m&m. (Sfu^tts) 

pi czQstotliwosc sieciowa (w elektrotermii) 
pt frequencia da rede (em electrotermia) 
sv natfrekvens 



841-21-30 

basse frequence (en electrothermie) 

frequence inferieure a la frequence du reseau 

low frequency (in electroheat) 
frequency lower than mains frequency 

ar (Ajjbj^iil SjIjaJI J) J*i*i*l \ JJjill 

en i&m (*»W) 

de Niederfrequenz (fur Elektrowarme), f 

es baja frecuencia (en electrotermia) 

ja IgJSSm («{»£& fr 5) 

pi czQstotliwosc mala (w elektrotermii) 

pt baixa frequencia (em electrotermia) 

sv lagfrekvens 

841-21-31 

moyenne frequence (en electrothermie) 

frequence superieure a la frequence du reseau mais inferieure ou egale a 10 kHz 

medium frequency (in electroheat) 

frequency greater than mains frequency but less than or equal to 10 kHz 

ar (<JJbj^iil SjtjaJt J) Ja^jlaJI JJjjJI 

en $>M (*»W) 

de Mittelfrequenz (fur Elektrowarme), f 

es media frecuencia (en electrotermia) 

ja ^mmmm (Sfu-&tt5) 

pi czQstotliwosc srednia (w elektrotermii) 
pt media frequencia (em electrotermia) 
sv mellanfrekvens 
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841-21-32 

haute frequence (en electrothermie) 

frequence superieure a 10 kHz mais inferieure ou egale a 300 MHz 

high frequency (in electroheat) 

frequency greater than 10 kHz but less than or equal to 300 MHz 

ar (M*J**H SjljaJI J) ^Uil jjj5II 

en MM (tiW) 

de Hochfrequenz (fur Elektrowarme), f 

es alta frecuencia (en electrotermia) 

ja nft&ft (mmicisrt6) 

pi czQstotliwosc wielka (w elektrotermii) 
pt alta frequencia (em electrotermia) 
sv hogfrekvens 

841-21-33 

hyperfrequence (en electrothermie) 
frequence micro-ondes 

frequence superieure a 300 MHz mais inferieure ou egale a 300 GHz 

microwave frequency (in electroheat) 

frequency greater than 300 MHz but lower than or equal to 300 GHz 

en m&mm (**w) 

de Mikrowellenfrequenz (fur Elektrowarme), f 

es hiperfrecuencia (en electrotermia); frecuencia de microondas (en electrotermia) 

ja w ****** mmican^) 

pi czQstotliwosc bardzo wielka (w elektrotermii); czestotliwosc mikrofalowa (w elektrotermii) 
pt hiperfrequencia (em electrotermia) 
sv mikrovagsfrekvens 



841-21-34 

puissance de chauffage 

puissance thermique generee par une installation electrothermique 

heating power 

thermal power generated by an electroheat installation 

ar ^jjljaJI SjJiil 

en Jn&Ijj* 

de Heizleistung, f 

es potencia de calentamiento 

ja JP^/^y — 

pi moc grzejna 

pt potencia de aquecimento 

sv varmeeffekt 
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841-21-35 

valeur assignee 

valeur d'une grandeur, utilisee a des fins de specification, correspondant a un ensemble 
specifie de conditions de fonctionnement d'un composant, dispositif, materiel ou systeme 

[151-16-08] 

rated value 

value of a quantity used for specification purposes, established for a specified set of operating 
conditions of a component, device, equipment or system 



[15' 


1-16-08] 




ar 


SjILaJi <L«j3J! 




en 


M%.m 




de 


Bemessungswert, 


m 


es 


valor asignado 




ja 


mmm 




Pi 


wartosc znamionowa 


pt 


valor estipulado 




sv 


markvarde 





841-21-36 

chauffage (electrique) a coeur 

chauffage electrique de la totalite du volume de la charge 

electric through heating 

electric heating of the whole volume of the charge 

ar (j-^J^' JIil«il q jA mil t 

en fej§$!i 

de elektrische Durchwarmung, f 

es calentamiento electrico pasante 

ja ±fon%um 

pi nagrzewanie elektryczne skrosne 

pt aquecimento (electrico) no volume total 

sv elektrisk genomvarmning 



841-21-37 

puissance de rechauffage 

puissance electrique appliquee a un equipement electrothermique afin de le mettre en 
temperature pour lui permettre de demarrer son fonctionnement normal 

heating-up power 

electric power applied to an electroheat equipment to heat it up to start normal operation 

ar aJJIaJI ^jA milt SjJi 

en ftUlftm 

de Aufheizleistung, f 

es potencia de recalentamiento 

ja ?fi*±#/^!7- 

pl moc rozgrzewania 

pt potencia de reaquecimento 

sv uppvarmningseffekt 
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841-21-38 

pertes assignees en regime etabli (en electrothermie) 

valeur assignee de la puissance des pertes thermiques d'un equipement electrothermique en 
regime thermique etabli a la temperature assignee 

rated stand-by losses (in electroheat) 

rated value of thermal losses power of an electroheat equipment in the thermal steady state at 
the rated temperature 

ar (Ajjbj^iil SjIjaJI J) 4-uLJt <JaUl».VI JaljiSI 

en mfeUUMK (%*W) 

de Bemessungswarmhalteverluste (fur Elektrowarme), m pi 

es perdidas asignadas en regimen permanente (en electrotermia) 

ja fem$mmm t k («f»^*stts) 

pi straty jatowe znamionowe (w elektrotermii) 

pt perdas estipuladas em regime permanente (em electrotermia) 

sv varmhallningsforlust 



841-21-39 

temperature d'exploitation 
temperature de travail 

temperature a laquelle un equipement electrothermique fonctionne dans un procede 
determine 

operating temperature 
working temperature 

temperature at which an electroheat equipment operates in a specified process 

ar J jiuiH l sjIja ia.jj 

en isfri&fi: Ifftfifi 

de Betriebstemperatur, f; Arbeitstemperatur, f 

es temperatura de funcionamiento; temperatura de trabajo 

ja vmm& 

pi temperatura pracy; temperatura robocza 

pt temperatura de exploracao; temperatura de trabalho 

sv drifttemperatur 



841-21-40 

capacite de charge (d'un equipement electrothermique) 

volume de I'espace de travail dans lequel la charge peut etre placee 

charge capacity (of an electroheat equipment) 

volume of the working space into which the charge may be placed 

ar (^ijlj^jj^ »J*^) 3 w < U t 4*m, 

en tpft&m (*»iS#W) 

de Chargenfassungsvermogen (einer Elektrowarmeeinrichtung), n 

es capacidad de carga (de un equipo electrotermico) 

ja wiumffi®*. (mfise») 

pi pojemnosc wsadowa 

pt capacidade de carga (de um equipamento electrotermico) 

sv ugnsvolym 
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Section 841-22 - Concepts generaux relatifs aux equipements electrothermiques, 
valeurs caracteristiques et applications 

Section 841-22 - General concepts relating to electroheat equipment, 
characteristic values and applications 

841-22-01 

equipement electrothermique 

equipement dans lequel I'energie electrique est convertie en chaleur a des fins utiles 

electroheat equipment 

equipment in which electric energy is converted into heat for useful purposes 

ar ^Jj'j^jj^l »j**J1 

en &$&# 

de Elektrowarmeeinrichtung, f 
es equipo electrotermico 

ja mmmm 

pi urz^dzenie elektrotermiczne 
pt equipamento electrotermico 
sv elvarmeutrustning 

841-22-02 

installation electrothermique 

installation composee d'un ou plusieurs equipement(s) electrothermique(s) et de ses(leurs) acces- 
soires electriques et mecaniques necessaires a son(leur) fonctionnement et son(leur) exploitation 

electroheat installation 

installation composed of electroheat equipment and electric and mechanical accessories 
needed for its operation and use 

ar ^ijlj^jj^ £i!j^-*J 

en t&$!i^g 

de Elektrowarmeanlage, f 

es instalacion electrotermica 

ja mmmm 

pi instalacja elektrotermiczna 
pt instalacao electrotermica 
sv elvarmeanlaggning 

841-22-03 

element chauffant electrique 

equipement electrothermique non muni d'une enceinte 

electric heater 

electroheat equipment with no chamber 

ar L^ '^L^fr il, u^^ ^ 

en &M3I 

de elektrischer Heizkorper, m 

es calentador electrico 

ja ««fc-^- 

pl nagrzewnica elektryczna 

pt aquecedor electrico 

sv elvarmare 
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841-22-04 
four electrique 

equipement electrothermique muni d'une enceinte 

electric furnace 

electroheat equipment with a chamber 

ar ^j^l OjU\ 

en f&]$> 

de Elektroofen, m 

es homo electrico 

ja *^^ 

pi piec elektryczny 

pt forno electrico 

sv elektrougn 

841-22-05 
sechoir electrique 

four electrique utilise dans les procedes de sechage 

electric dryer 

electric furnace to be used for drying processes 



ar 


^jJbjf&il i iiyaW 


en 


f&T-m® 


de 


elektrischer Trockenofen, m 


es 


secador electrico 


ja 


m$s.nmmn 


Pi 


suszarka elektryczna 


Pt 


secador electrico 


sv 


elektrisk torkugn 


841 


-22-06 


cha 


irge 



ensemble des materiaux ou pieces soumises a un procede thermique dans un equipement 
electrothermique 

charge 

materials or workpieces subjected to a thermal process in electroheat equipment 

ar 4.1ajiJl 

en jpft 

de Charge, f 

es carga 

ja SAfe 

pi wsad 

pt carga 

sv charge 
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841-22-07 

depot chimique en phase vapeur 

procede dans lequel des gaz et vapeurs reagissent chimiquement pour produire des depots a 
la surface d'un substrat 

[731-22-53 MOD] 

chemical vapour deposition 
CVD (abbreviation) 

process in which vapours and gases react chemically to produce deposits at the surface of a 
substrate 

[731-22-53 MOD] 

en fo^HfaUm 

de CVD-Verfahren, n; chemische Gasphasenabscheidung, f 

es deposito quimico en fase vapor 

ja CVD 

pi osadzanie chemiczne par 

pt deposicao quimica em fase vapor; CVD (abreviatura inglesa) 

sv kemisk angfasdeponering 



841-22-08 

depot physique en phase vapeur 

procede de production de couches minces principalement par utilisation de I'evaporation 
physique et depot 

[815-05-13 MOD] 

physical vapour deposition process 

PVD (abbreviation) 

process of producing thin films mainly by using physical evaporation and then deposition 
[815-05-13 MOD] 

ar j^^W (_r^J^) u*^ 3 ^r^J 2 ^J--* 

en mmHWRM 

de PVD-Verfahren, n; physikalische Gasphasenabscheidung, f 

es deposito fisico en fase vapor 

ja PVD 

pi osadzanie fizyczne par 

pt deposicao fisica em fase vapor; PVD (abreviatura inglesa) 

sv fysisk angfasdeponering 
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841-22-09 

evaporation 

procede de depot de metaux par cristallisation de vapeurs metalliques non ionisees ou 
legerement ionisees, par exemple Al, Cr, B, Si, Ni, sur la surface froide de la charge, lorsque 
ces vapeurs sont obtenues par vaporisation de materiaux 

evaporation 

process of deposition of metals by crystallisation of non-ionized or slightly ionized metal 
vapours, e.g. Al, Cr, B, Si, Ni, on the cold surface of the charge, when the vapours are 
obtained by vaporization of materials 



ar 

en M%£ 

de Bedampfen, n 

es evaporation 

ja M^f 

pi osadzanie; naparowanie 

pt evaporacao (em electrotermia) 

sv forangning 



841-22-10 



implantation ionique 
implantation d'ions 

modification des couches externes des solides par introduction d'atomes ionises acceleres 

[521-03-14 MOD] 

ion implantation 

modification of outer layers of solids by introducing accelerated ionized atoms 
[521-03-14 MOD] 

ar ^jjVI £J"J31 

en g^ftA 

de lonenimplantation, f 

es implantacion de iones 

ja 4Jr^ : &\ 

pi implantacja jonow 

pt implantacao ionica 

sv jonimplantering 
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841-22-11 

pulverisation a chaud 

procede consistant a recouvrir la charge au moyen d'une pulverisation pneumatique de 
petites particules de materiaux de revetement a travers une flamme gazeuse, un arc 
electrique ou un plasma 

thermal spraying 

coating the charge by means of pneumatic spraying of small particles of coating material in 
the flame of gas, electric arc or plasma 

ar tsj'j^l tAP' 

en t&!$%£ 

de thermisches Spritzen, n 

es pulverizacion termica 

ja w&m 

pi natryskiwanie cieplne 
pt pulverizacao a quente 
sv termisk sprutning 



841-22-12 

pulverisation sous vide 

procede de formation de couches minces par lequel un bombardement d'ions ou une autre 
energie est utilise pour extraire des particules d'une source solide qui se deposent ensuite 
sur une surface proche 

[521-03-17 MOD] 

sputtering 

processes of forming films in which ion bombardment or other application of energy is used to 
extract particles from a solid source to be deposited on a nearby surface 

[521-03-17 MOD] 

ar o^j 

en ftftt 

de Sputtern, n; Zerstauben, n 

es pulverizacion al vacio 

ja Z.^y#yi/lf 

pi rozpylanie 

pt pulverizacao sob vacuo 

sv partikeldeponering 

841-22-13 
chauffage 

procede de fourniture de chaleur a une entite pour elever ou maintenir sa temperature 

heating 

process of supplying heat into an entity to raise or maintain its temperature 



ar 

en jjp^*, 

de Erwarmen, n 

es calentamiento 

ja M^k 

pi nagrzewanie 

pt aquecimento 

sv uppvarmning 
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841-22-14 
refroidissement 

decroissance continue ou progressive de la temperature d'une entite 

cooling 

continuous or gradual decrease of the temperature of an entity 

ar -ijjjj 

en 54-JP 

de Abkiihlen, n; Kiihlen, n 

es refrigeracion 

ja &m 

pi studzenie 

pt arrefecimento 

sv kylning 

841-22-15 
fusion 

procede de passage de I'etat de la charge de I'etat solide a I'etat liquide 

melting 

process of changing the state of the charge from solid state to liquid state 

ar j4^= 

en jfcik 

de Schmelzen, n 

es fusion 

ja mm 

pi topienie 

pt fusao 

sv smaltning 

841-22-16 
fusion sous vide 

fusion sous tres basse pression controlee 

vacuum melting 

melting under very low controlled pressure 

ar u*lji!l j#*all 

en JE$;l§tt, 

de Vakuumschmelzen, n 

es fusion al vacio 

ja MQ&M 

pi topienie prozniowe 

pt fusao sob vacuo 

sv vakuumsmaltning 
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841-22-17 

affinage 

procede d'enlevement des impuretes des charges liquides telles que metaux, alliages ou 
semi-conducteurs 

refining 

process of removing impurities from liquid charges like metals, alloys or semiconductors 

ar jjj^I - 4ji!U! 

en 3ftS 

de Frischen, n 

es refino 

ja ffiMS 

pi rafinacja 

pt afinagao 

sv raffinering 

841-22-18 

fluidisation 

suspension de particules affinees dans un jet gazeux ascendant pour ameliorer les conditions 
pour un echange thermique 

fluidization 

suspension of refined particles in up-flowing gas stream to improve conditions for heat 
exchange 

ar ^V! 

en M&ik 

de Fluidisieren, n 

es fluidizacion 

ja mmt 

pi fluidyzacja 
pt fluidizagao 
sv fluidisering 



841-22-19 
refusion 

operation de traitement thermique consistant en une deuxieme fusion 

remelting 

heat treatment operation consisting in a secondary melting 

ar j$^1 *jL&1 

en E^§ 

de Umschmelzen, n 

es refusion 

ja M&M 

pi przetapianie 

pt refusao 

sv omsmaltning 
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841-22-20 

chauffage dans un bain de sels 

chauffage intermediaire de charges dans un bain de sels en fusion en vue de proceder a un 
traitement thermique ou un traitement thermo-chimique des charges, la fusion ou le chauffage 
des sels etant assure habituellement au moyen d'electrodes de chauffage 

heating in salt bath 

intermediate heating of charges in a bath of melted salts in order to perform thermal treatment 
or thermo-chemical treatment of the charges; melting or heating of the salts is performed 
usually by means of electrode heating 

ar u*±* j»Uai ^ <jji-uull 

en $k®jJQi& 

de Erwarmung im Salzbad, f 

es calentamiento en banc- de sales 

ja mmmrn 

pi nagrzewanie w kqpieli solnej 
pt aquecimento em banho de sais 
sv varmning i saltbad 



841-22-21 

traitement thermique 

procede technologique en rapport avec I'effet thermique, par lequel les proprietes mecaniques 
et physico-chimiques d'un materiau se trouvent modifiees 

heat treatment 

thermal process the purpose of which is a modification of physical and chemical properties of 
material 

ar ^jlj^JI ^JU^JI 

en l&ttkm 

de Warmebehandlung, f 

es tratamiento termico 

ja iffc&S 

pi obrobka cieplna 

pt tratamento termico 

sv varmebehandling 

841-22-22 

traitement thermique superficiel 

traitement thermique par lequel les proprietes de la surface d'un materiau se trouvent 
modifiees 

surface heat treatment 

heat treatment, the purpose of which is a modification of the surface properties of a material 

en Sffiil&&h3 

de Elektrowarmeeinrichtung zur Oberflachenbehandlung, f 

es tratamiento termico superficial 

ja Sffifl^S 

pi obrobka cieplna powierzehniowa 

pt tratamento termico superficial 

sv ytvarmning 
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841-22-23 

recuit 

traitement thermique consistant a chauffer une charge a une temperature requise, a la 
maintenir a cette temperature pendant une duree determinee puis a la refroidir a une vitesse 
specifiee 

annealing 

heat treatment consisting in heating a charge to a required temperature, keeping in that 
temperature for a specified time and cooling with a specified speed 



ar 


4^La SjLaJl Jxa 


en 


li* 


de 


Gliihen, n 


es 


recocido 


ja 


»ft 


Pi 


wyzarzanie 


pt 


recozimento 


sv 


glodgning 


841 


-22-24 


trempe 


durcissement 



traitement thermique base sur le chauffage de la charge a la temperature d'austenitisation, 
son maintien a temperature et son refroidissement rapide, en vue d'obtenir une structure 
martensitique ou bainitique 

hardening 

heat treatment consisting in heating the charge to the austenitizing temperature, soaking and 
fast cooling in order to obtain martensite or bainite structure 

ar (JjuiViti) JjiuajJl 

en WX 

de Harten, n 

es endurecimiento 

ja m.{£ 

pi hartowanie 

pt tempera 

sv hardning 

841-22-25 

durcissement par trempe 

traitement thermique consistant en un durcissement et un revenu ulterieur a basse 
temperature 

hardening by quenching 

heat treatment consisting in hardening and subsequent low-temperature tempering 

en W~\b\'X 

de Harten durch Abschrecken, n 

es endurecimiento al temple 

ja «A*tfcJ:5S!fc 

pi utwardzanie 

pt endurecimento por tempera 

sv seghardning 
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841-22-26 

maintien a temperature 

traitement thermique consistant au chauffage de la charge a temperature convenable durant 
le temps necessaire pour obtenir une temperature homogene 

holding 

heat treatment consisting in keeping a charge in suitable temperature for a time necessary to 
equalize its temperature 

ar Ja — bJI 

en ffifi 

de Warmhalten, n 

es mantenimiento de temperatura 

ja fttt 

pi wygrzewanie 

pt retencao da temperatura 

sv varmhallning 



841-22-27 

trempe superficielle 
trempe de surface 

durcissement de la couche de surface d'une charge 

surface hardening 

hardening of the surface layer of a charge 

en JkWW-'X 

de Oberflachenharten, n 

es endurecimiento superficial 

ja UMMit 

pi hartowanie powierzehniowe 

pt tempera superficial 

sv ythardning 



841-22-28 
trempe a cceur 

trempe de tout le volume d'une charge 

through hardening 

hardening of the whole volume of a charge 

ar Jlij-aJl JjiuajJ! 

en Mffl- 

de Durchharten, n 

es endurecimiento pasante 

ja rtgp®^ 

pi hartowanie skrosne 

pt tempera no volume total 

sv genomhardning 
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841-22-29 

revenu 

traitement thermique consistant au chauffage d'une charge prealablement trempee suivie de 
son refroidissement 

tempering 

heat treatment consisting in heating of previously hardened charge and subsequent cooling 

ar i aJallil 

en 0i/c 

de Anlassen, n 

es templado 

ja itlL 

pi odpuszczanie 

pt revenido 

sv anlopning 

841-22-30 

traitement thermo-chimique 

procede thermique provoquant la modification des proprietes d'un materiau en fonction de la 
temperature, de la duree du procede et de la reaction chimique dans le milieu environnant 

thermo-chemical treatment 

thermal process consisting in the change of properties of material depending on the 
temperature, duration of the process and chemical reaction with surrounding medium 

ar <Jj!jaJ! 2 ; *','-,'*" ^JU^JI 

en ik^&m 

de thermochemische Behandlung, f 

es tratamiento termoquimico 

ja ifJWt^&S 

pi obrobka cieplno-chemiczna; obrobka dyfuzyjna 

pt tratamento termoquimico 

sv termokemisk behandling 
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841-22-31 

anode 

electrode capable d'emettre des porteurs de charge positifs vers le milieu de plus faible 
conductivite ou de collecter des porteurs de charge negatifs qui en proviennent 

NOTE 1 Le sens du courant electrique va du circuit exterieur vers le milieu de plus faible conductivite 
a travers I'anode. 

NOTE 2 Dans certains cas (par exemple pour les elements electrochimiques), le terme «anode» 
designe I'une ou I'autre electrode selon le regime electrique du dispositif. Dans d'autres cas (par 
exemple pour les tubes electroniques et les dispositifs semi-conducteurs), le terme «anode» designe 
une electrode particuliere. 

[151-13-02] 

anode 

electrode capable of emitting positive charge carriers to and/or receiving negative charge 
carriers from the medium of lower conductivity 

NOTE 1 The direction of electric current is from the external circuit, through the anode, to the medium 
of lower conductivity. 

NOTE 2 In some cases (e.g. electrochemical cells), the term "anode" is applied to one or another 
electrode, depending on the electric operating condition of the device. In other cases (e.g. electronic 
tubes and semiconductor devices), the term "anode" is assigned to a specific electrode. 



[15- 


1-13-02] 


ar 


(jma<) j j iVi 


en 


mm 


de 


Anode, f 


es 


anodo 


ja 


mm 


Pi 


anoda 


pt 


anodo 


sv 


anod 
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841-22-32 

cathode 

electrode capable d'emettre des porteurs de charge negatifs vers le milieu de plus faible 
conductivite ou de collecter des porteurs de charge positifs qui en proviennent 

NOTE 1 Le sens du courant electrique va du milieu de plus faible conductivite vers le circuit exterieur 
a travers la cathode. 

NOTE 2 Dans certains cas (par exemple pour les elements electrochimiques), le terme «cathode» 
designe I'une ou I'autre electrode selon le regime electrique du dispositif. Dans d'autres cas (par 
exemple pour les tubes electroniques et les dispositifs semi-conducteurs), le terme «cathode» designe 
une electrode particuliere. 

[151-13-03] 

cathode 

electrode capable of emitting negative charge carriers to and/or receiving positive charge 
carriers from the medium of lower conductivity 

NOTE 1 The direction of electric current is from the medium of lower conductivity, through the 
cathode, to the external circuit. 

NOTE 2 In some cases (e.g. electrochemical cells), the term "cathode" is applied to one or another 
electrode, depending on the electric operating condition of the device. In other cases (e.g. electronic 
tubes and semiconductor devices), the term "cathode" is assigned to a specific electrode. 

[151-13-03] 



ar 



en mm 

de Kathode, f 

es catodo 

ja mm 

pi katoda 

pt catodo 

sv katod 



841-22-33 
electrode de fond 

electrode situee au fond de la cuve d'un four electrique 

bottom electrode 

electrode placed at the bottom of the shell of an electric furnace 



ar 



en l&f&U 

de Bodenelektrode, f 

es electrodo de fondo 

ja fiHH 

pi elektroda denna 

pt electrodo de fundo 

sv bottenelektrod 
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841-22-34 

chambre de chauffe 
laboratoire 

espace dans un four electrique, delimite par des parois, dans lequel la charge a chauffer est 
placee 

heating chamber 

space of an electric furnace, limited by walls, in which the heated charge is placed 

ar on < "" ^ijfr 

en Jn&S 

de Heizkammer, f 

es camara de calentamiento 

ja M^'f-^y^— 

pi komora grzejna 

pt camara de aquecimento 

sv ugnsrum 

841-22-35 
voute 

toit de la chambre de chauffe d'un four electrique 

vault 

roof of the heating chamber of an electric furnace 

ar <yWj^l Ojill <i* 

en #tjj3 

de Kappe, f 

es boveda 

ja ;JN— 1\> r- 

pi sklepienie pieca 

pt abobada 

sv ugnstak 

841-22-36 

sas 

enceinte intermediaire etanche aux gaz a travers laquelle une charge est transferee avant 
d'entrer dans la chambre de chauffe ou de refroidissement d'un four electrique 

lock chamber 

gas-tight intermediate chamber through which a charge is passed prior to entering the heating 
or cooling chamber of an electric furnace 

ar JJiJI 3i> 

en fUjiE 

de Schleusenkammer, f 

es esclusa 

ja ny^ft^- 

pl sluza 

pt camara de transicao 

sv sluss 
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841-22-37 
goulotte 

canal ouvert incline destine a charger ou decharger un four electrique par gravite 

chute 

open sloping channel destined to charging or discharging an electric furnace by gravitation 

ar 4 LiUi! »l iill 

en mm 

de Beschickungsrinne, f 

es artesa 

ja i/=L— Y 

pi rynna wsadowa 

pt bica 

sv ranna 

841-22-38 

goulotte de coulee 
chenal de coulee 

canal muni d'un revetement refractaire, destine au transport du metal fondu par gravite ou 
sous I'action de forces electromagnetiques 

launder 

refractory lined channel, destined to transport of molten metal by gravitation or by 
electromagnetic forces 



ar 



en Wfe 

de Gieftrinne, f 

es artesa de colada 

ja a 

pi rynna spustowa (1) 

pt bica de vazamento 

sv tappranna 



841-22-39 

revetement refractaire 
garnissage refractaire 

revetement interne de I'espace de chauffe d'un four, constitue de materiaux hautement 
resistants a la chaleur, de resistance mecanique la plus grande possible et de conductivity 
thermique la plus faible possible 

refractory lining 

internal layer of furnace heating space, made of materials highly stable to heat, of highest 
possible mechanical strength and of lowest possible thermal conductivity 



ar 



en It^dPtt 

de feuerfeste Zustellung, f 

es revestimiento refractario 

ja Bff»tt7^ = y^ 

pi wyktadzina ogniotrwata 

pt revestimento refractario 

sv ugnsinfodring 
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841-22-40 

revetement d'isolation thermique 

revetement constitue d'un materiau de faible conductivity thermique 

heat insulation lining 

lining made of a material of low thermal conductivity 

ar tsjlj^l Jj*-*' 3-ftJsJ 

en PUftjptf 

de Warmeisolierungszustellung, f 

es revestimiento de aislamiento termico 

ja wm.'&.y 4 =-^/ 7 

pi wyktadzina termoizolacyjna 

pt revestimento isolante termico 

sv varmeisolerande infodring 

841-22-41 

systeme de basculement d'un four 

ensemble des dispositifs mecaniques, hydrauliques et electriques utilises pour modifier la 
position d'un four electrique, par exemple pour la coulee, le decrassage, etc. 

furnace tilting system 

set of mechanical, hydraulic and electric devices used for the change of the position of an 
electric furnace, e.g. for tapping, deslagging, etc. 

ar oj&\ 3JUI fUaJ 

en ffi&mm 

de Ofenkippsystem, n 

es sistema basculante de un homo 

ja fimmmm 

pi mechanizm przechylania pieca 

pt sistema de basculamento de um forno 

sv tippningssystem 



841-22-42 

dispositif d'alimentation de la charge 

equipement d'un four electrique destine a la mise en place, I'enlevement et le transfert 
manuel, semi automatique ou automatique des pieces en temps utile dans les enceintes de 
chauffage et de refroidissement 

charge feeder 

equipment of an electric furnace intended for manual, semi-automatic or automatic placing, 
removing and shifting charge in time of heating and cooling 

ar A la mu! j-ii-a 

en jMsM-H 

de Chargenforderer, m 

es dispositivo de alimentacion de la carga 

ja mmmw&mm 

pi podajnik wsadu 

pt alimentador de carga 

sv matningssystem 
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841-22-43 

transporteur a chaine 

installation de transport munie d'une chaTne sans fin entratnee par des roues d'engrenage destinee 
au chargement et au transport de la charge dans la chambre de chauffe d'un four electrique 

chain conveyor 

transporting installation with an endless chain shifted by gear wheels intended for charging 
and conveying the charge in the heating chamber of an electric furnace 

ar AIulLuJ! Jjjli 

en m&mmms. 

de Kettenforderer, m 

es transportador de cadena 

ja ^-^. — >a y^^— 

pi przenosnik taricuchowy 

pt transportador de cadeia 

sv kedjematare 

841-22-44 

transporteur vibrant 

installation permettant le mouvement continu de la charge et formant un canal legerement 
incline soumis a des vibrations de faible amplitude 

vibrating conveyor 

installation for continuous moving of charge, forming a slightly sloping channel subjected to 
vibrations of a small amplitude 

ar jtjfrlt J2LU1 

en SSjSTjIISS 

de Vibrationsforderer, m 

es transportador por vibracion; transportador vibratorio 

ja MWs^:= i > /y < J r~ 

pi przenosnik wibracyjny 
pt transportador vibrante 
sv vibrationstransportor 



841-22-45 

transporteur par secousses 
transporteur a secousses 
convoyeur a secousses 

installation permettant le mouvement par impulsions de la charge, consistant en une sole 
horizontale ou legerement inclinee soumise a un mouvement de va-et-vient 

shaker conveyor 

installation for impulse moving of charge, consisting of a horizontal or slightly sloping hearth 
subjected to a to-and-fro motion 

ar (gb*jU) «W cJSLUl 

en Jg/R^riUSI 

de Schuttelforderer, m; Schuttelrinne, f 

es transportador por sacudidas; transportador de vaiven 

ja MWi^^y^-Y— 

pi przenosnik wstrza^sowy 

pt transportador por sacudidelas 

sv skaktransportor 
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841-22-46 

panier de chargement 

conteneur utilise pour remplir le four poche ou la chambre de chauffe du four avec la charge 

charging basket 

container serving to filling the furnace ladle or the furnace heating chamber with the charge 

ar (J^'iill 4J-uu 

en mm 

de Beschickungskorb (der Ofenheizkammer), m 

es cesto cargador 

ja SdJPffM^ffl^r 

pi kosz wsadowy 

pt cesto de carregamento 

sv chargeringskorg 

841-22-47 

plateau de chargement 

equipement destine a recevoir et transporter une charge dans un four electrique, et qui est 
retire avec la charge a Tissue du procede thermique 

charging tray 

equipment to support and convey a charge into an electric furnace, withdrawn together with 
the charge after processing 

ar 4 la A3I J^L* 

en #4fi 

de Beschickungsplatte, f 

es bandeja de carga 

ja mtmrnm v w 

pi paleta wsadowa 

pt tabuleiro de carregamento 

sv chargeringsbricka 

841-22-48 

cristallisoir 

cristalliseur 

cristallisateur 

reservoir metallique refrigere a I'eau, sans fond, dans lequel le metal liquide arrive de 
maniere continue et duquel la coulee solidifiee est extraite en permanence 

crystallizer 

water cooled metal container without bottom into which liquid metal is continuously supplied 
and from which solidified casting is continuously taken out 

ar jjV^I 

en &A# 

de Kristallisator, m 

es cristalizador 

ja mmmrnmw 

pi krystalizator 
pt cristalizador 
sv gotkokill 
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841-22-49 

moufle (1) 

enceinte metallique ou ceramique etanche destinee au chauffage d'une charge sous vide ou 
sous atmosphere controlee 

retort 

tight ceramic or metallic chamber intended for heating a charge in vacuum or in controlled 
atmosphere 

ar <aj*^I 

en #>SI 

de Retorte, f 

es mufla (1) 

ja \/ Y/vy 

pi retorta 

pt mufla 

sv muffel 



841-22-50 

creuset 

recipient destine a contenir la charge a soumettre a la fusion, constitue de materiaux 
refractaires ou conducteurs de I'electricite, par exemple I'acier, le cuivre ou le graphite 

crucible 

container for the charge to be melted, made of refractory or electrically conducting materials, 
e.g. steel, copper or graphite 

ar 4£jj^1 

en mm 

de Tiegel, m 

es crisol 

ja Soli 

pi tygiel 

pt cadinho 

sv degel 



841-22-51 

poche (de coulee) 

recipient metallique muni d'un revetement refractaire, utilise pour recevoir, transporter et 
couler les metaux liquides 

ladle 

metal container with refractory lining, used for receiving, transporting and casting liquid 
metals 

ar 4 imjSII 

en fPH^S,; $S-@, 

de Gieftpfanne, f 

es cazo de colada 

ja Ex^< ; 5x&-< 

pi kadi 

pt colher (de vazamento) 

sv skank 
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841-22-52 

repartiteur (de chargement) 

recipient qui regoit le metal liquide et qui permet son ecoulement de maniere continue a 
travers un orifice situe dans le fond, vers le cristallisoir dans le procede de coulee continue 

charging tundish 

container in which liquid metal is kept and is continuously passed, through the hole in the 
bottom, to the crystallizer in the continuous casting process 



ar 


(ja^ill £-»3 


en 


fffsj-fe 


de 


Zwischenpfanne, f 


es 


repartidor de carga 


ja 


Wi^mmizm. 


Pi 


kadz posrednia 


pt 


repartidor (de carregamento) 


sv 


tapplada 



841-22-53 
regard 

ouverture, permettant I'observation de I'interieur de la chambre de chauffe 

inspection hole 

opening, making possible the observation of the interior of the heating chamber 

en MUll 

de Schauloch, n 

es mirilla 

ja j£S?L 

pi wziernik 

pt janela de inspecgao 

sv inspektionsoppning 



841-22-54 

generateur de gaz 

installation utilisee pour obtenir des atmospheres endothermique ou exothermique 
protectrices contre les gaz combustibles, le gaz ammoniac et les composes organiques 
liquides 

gas generator 

installation used to obtain endothermic or exothermic protective atmospheres from fuel gases, 
ammonia and liquid organic compounds 

ar jl*!l 4>» 

en ^#££S 

de Gasgenerator, m 

es generador de gas 

ja jj^mtm. 

pi generator atmosfery 
pt gerador de gas 
sv gasgenerator 
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841-22-55 

atmosphere inerte 

milieu gazeux protecteur qui n'echange pas de composants avec la charge a une temperature 
donnee 

inert atmosphere 
neutral atmosphere 

protective gas medium not exchanging the components with the charge at a given 
temperature 

ar A»l+l! - J-Lxll (_felill 

en tttt^m, +tt^m 

de inerte Atmosphare, f; neutrale Atmosphare, f 

es atmosfera inerte 

ja ^Stt#B^ ; +tt#H^ 

pi atmosfera oboj$tna 

pt atmosfera inerte 

sv inert atmosfar 



841-22-56 

atmosphere reductrice 

milieu gazeux contenant la quantite necessaire de composants reducteurs pour accomplir les 
procedes de reduction 

reducing atmosphere 

gas medium containing reduction components of the quantity necessary to perform the 
reduction processes 

ar o*A\Jl\ <_fcUJI 

en %i!&HU 

de reduzierende Atmosphare, f 

es atmosfera reductora 

ja jl7ntt#H^ 

pi atmosfera redukuja.ca 

pt atmosfera redutora 

sv reducerande atmosfar 



841-22-57 

atmosphere oxydante 

milieu gazeux contenant la quantite necessaire de composants oxydants pour accomplir les 
procedes d'oxydation 

oxidizing atmosphere 

gas medium containing oxidizing components of the quantity necessary to perform oxidation 
processes 

ar SiuiSVI (J5lc 

en fttt^CfC 

de oxidierende Atmosphare, f 

es atmosfera oxidante 

ja iHttt#B* 

pi atmosfera utleniaja.ca 

pt atmosfera oxidante 

sv oxiderande atmosfar 
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841-22-58 

atmosphere de travail 

milieu gazeux dans la chambre de chauffe, necessaire pour accomplir un procede 
technologique donne 

processing atmosphere 

gas medium in the heating chamber, necessary to perform a given technological process 

en I2^S 

de Prozessgasatmosphare, f 

es atmosfera de trabajo 

ja iPXtt#HM 

pi atmosfera technologiczna 

pt atmosfera de processamento 

sv ugnsatmosfar 

841-22-59 
atmosphere controlee 

milieu gazeux de composition determinee interagissant avec la charge 

controlled atmosphere 

gas medium of controlled composition interacting with the charge 

en nJ&HM 

de gesteuerte Atmosphare, f 

es atmosfera controlada 

ja mm^hitnmn, 

pi atmosfera regulowana 
pt atmosfera controlada 
sv styrd atmosfar 

841-22-60 
atmosphere azotee 

atmosphere controlee ayant I'azote pour composant principal 

nitrogen-based atmosphere 

controlled atmosphere having nitrogen as its carrier 

ar l«^jj^I <J& tjli* ^^ 

en tl^S 

de Stickstoffatmosphare, f 

es atmosfera de nitrogeno 

ja ^*-i-x#H^ 

pi atmosfera azotowa 

pt atmosfera azotada 

sv kvavgasatmosfar 
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841-22-61 

atmosphere naturelle 

milieu gazeux existant naturellement dans la chambre de chauffe, sans aucun controle de la 
composition de I'atmosphere 

natural atmosphere 

gas medium existing naturally in the heating chamber, without any control of atmosphere 
composition 

ar t^ail ui!)UJ! 

en g$^m 

de natiirliche Atmosphare, f 

es atmosfera natural 

ja -?:<7?££cD#IH^ 

pi atmosfera naturalna 

pt atmosfera natural 

sv naturlig atmosfar 



841-22-62 

atmosphere synthetique 

milieu gazeux obtenu dans la chambre de chauffe a partir de composes liquides organiques, 
par exemple le methanol, I'isopropanol, en raison de leur decomposition ou de leur 
transformation dans I'air 

synthetic atmosphere 

gas medium obtained in the heating chamber from organic liquid compounds, e.g. methanol, 
isopropanol, due to their decomposition or conversion in air 



ar 



en -&I&HU 

de kiinstliche Atmosphare, f 

es atmosfera sintetica 

ja AlWflM 

pi atmosfera z ciektych zwiazkow organicznych 

pt atmosfera sintetica 

sv syntetisk atmosfar 



841-22-63 

atmosphere endothermique 



milieu gazeux obtenu dans un generateur par la reaction de composes de carbone et 
d'hydrogene avec un agent oxydant gazeux, et un apport de chaleur de I'exterieur 

endothermic atmosphere 
endogas 

gas medium obtained in a generator due to carbon and hydrogen compounds reaction with 
gas oxidizer, with heat supply from outside 



ar 



en ®.mft%U 

de endotherme Atmosphare, f; Endogas, n 

es atmosfera endotermica 

ja RffittJtBftfOjRliitfX 

pi atmosfera endotermiczna 

pt atmosfera endotermica 

sv endotermisk atmosfar 
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841-22-64 

atmosphere exothermique 

milieu gazeux obtenu dans un generateur par la combustion du gaz, sans apport de chaleur 
de I'exterieur 

exothermic atmosphere 
exogas 

gas medium obtained in a generator due to fuel gas combustion, without heat supply from 
outside 

ar »jljaii jjUa jlc. 

en 1&$t£,HM 

de exotherme Atmosphare, f; Exogas, n 

es atmosfera exotermica 

ja mm&nmn^vtkiiijf?. 

pi atmosfera egzotermiczna 
pt atmosfera exotermica 
sv exotermisk atmosfar 



841-22-65 

atmosphere du generateur 

milieu gazeux obtenu dans un generateur de gaz a partir du gaz de combustion, du gaz 
ammoniac ou de I'azote industriel 

generator atmosphere 

gas medium obtained in a gas generator from fuel gases, ammonia or technical nitrogen 

ar ilj*l\ <-W±J1 

en Rtt^Hm 

de Generatoratmosphare, f 

es atmosfera del generador 

ja #x3g£Sm(cJ;5#BM 

pi atmosfera generatorowa 

pt atmosfera do gerador 

sv generatorgas 

841-22-66 

atmosphere azote-hydrogene 

milieu gazeux contenant de I'azote et de I'hydrogene obtenus dans un generateur de gaz au 
cours d'un procede de dissociation 

nitrogen-hydrogen atmosphere 

gas medium containing nitrogen and hydrogen obtained in gas generator in dissociation 
process 

ar tr^jj-^l tr^Jj^' <-«^»J! 

en ftS.'T.fC 

de Stickstoff-Wasserstoff-Atmosphare, f 

es atmosfera de nitrogeno-hidrogeno 

ja ^***#H^, 

pi atmosfera azotowo-wodorowa 

pt atmosfera nitro-hidrogenada 

sv kvave-vateatmosfar 
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841-22-67 

valeur caracteristique d'une installation electrothermique 

grandeur physique relative aux caracteristiques d'une installation electrothermique 

characteristic value of an electroheat installation 

physical quantity relative to the characteristics of an electroheat installation 

cn &$,S*#tt{! 

de Kennwert einer Elektrowarmeanlage, m 

es valor caracteristico de una instalacion electrotermica 

ja mmmw.<nmm$. 

pi wielkosc charakterystyczna instalacji elektrotermicznej 
pt valor caracteristico de uma instalacao electrotermica 
sv 

841-22-68 
rendement thermique 

rapport de la puissance thermique utile a la puissance de chauffage 

thermal efficiency 

ratio of the useful thermal power to the heating power 

ar AjjIjaJI efLail! 

cn #!i$r.$ 

de thermischer Wirkungsgrad, m 

es rendimiento termico 

ja ^a* 

pi sprawnosc cieplna 

pt eficiencia termica 

sv termisk verkningsgrad 

841-22-69 

rendement electrothermique 

rapport de I'energie efficace a I'energie d'entree de I'installation electrothermique, sans tenir 
compte de I'energie d'entree des equipements additionnels alimentes directement par le 
reseau 

electrothermal efficiency 

ratio of the effective energy to the input energy of the electroheat installation, without the 
input energy of directly net-supplied additional equipment 



ar 



cn ffe^&SW 

de elektrothermischer Wirkungsgrad, m 

es rendimiento electrotermico 

ja AJt&sHi* 

pi sprawnosc elektrotermiczna 

pt eficiencia electrotermica 

sv elektrotermisk verkningsgrad 
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841-22-70 

rendement d'une installation electrothermique 

rapport de I'energie utile a I'energie totale d'entree d'une installation electrothermique 

efficiency of an electroheat installation 

ratio of the useful energy to the total input energy of an electroheat installation 

ar ^ijlj^jj^l *^t j j < V 1 N SfliS 

en ft^SISfe^ 

de Wirkungsgrad einer Elektrowarmeanlage, m 

es rendimiento de una instalacion electrotermica 

ja mmmmm^m 

pi sprawnosc instalacji elektrotermicznej 

pt eficiencia de uma instalacao electrotermica 

sv total verkningsgrad 

841-22-71 

productivity de ('installation electrothermique 

quotient de la quantite de charge chauffee dans une installation electrothermique par la duree 
du processus 

electroheat installation productivity 
electroheat installation output 

quotient of the charge mass heated in an installation by the process duration 

en ^mmw^.fm 

de Ausgangsleistung einer Elektrowarmeanlage, f 

es productividad de una instalacion electertermica 

ja 1Myft#<D4jffl4 ; «ftK4l0£&ft 

pi wydajnosc instalacji elektrotermicznej 

pt produtividade de uma instalagao electrotermica 

sv produktionstakt 

841-22-72 

consommation d'energie massique 

quotient de I'energie electrique utilisee dans un processus technologique par la masse de la 
charge 

specific energy consumption 

quotient of electric energy used in technological process by the mass of charge 

ar 2<\£',.,.«\\ 4.jc jJJ! Ailkl! 

cn J^M&ift^ 

de spezifischer Energieverbrauch, m 

es consumo de energia especifica 

ja a^/vdjJ— Jg^fiE 

pi zuzycie wtasciwe energii; zuzycie jednostkowe energii 

pt consumo massico de energia 

sv specifik energiforbrukning 
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841-22-73 

temps de montee en temperature du four 

intervalle de temps entre I'instant ou le four a temperature ambiante est mis sous tension et 
I'instant ou la temperature requise de la chambre de chauffe du four est atteinte 

furnace heating-up time 

time interval from the instant of switching on the furnace at ambient temperature to the instant 
of reaching the required furnace temperature in the heating chamber 



ar 



<jjil! (j jA I 111 <j-9J 

en jp^JH&WEI 

de Ofenaufheizzeit, f 

es tiempo de subida de temperatura del homo 

ja *p©#fiB$IW 

pi czas rozgrzewania pieca 

pt tempo de aquecimento do forno 

sv ugnsuppvarmningstid 



841-22-74 

temps de chauffage de la charge 



intervalle de temps pendant lequel la temperature de la charge crott de la temperature initiale 
a la temperature finale determinees dans le procede technologique 

charge heating time 

time interval in which charge temperature increases from its initial temperature to the final 
temperature as defined by technological process 



ar 



A la uilt (jjA i in t>aj 

en PHftfttfH 

de Chargenaufheizzeit, f 

es tiempo de calentamiento de la carga 

ja mmmmmm 

pi czas nagrzewania wsadu 

pt tempo de aquecimento da carga 

sv chargeuppvarmningtid 



841-22-75 
temps de fusion 



intervalle de temps entre I'instant de mise sous tension d'une installation de chauffage et 
I'instant ou la charge est totalement liquide 

melting time 

time interval from the instant of switching on a heating installation to the instant when the 
charge is completely melted 

ar j^^l 0*j 

en JftftttN 

de Einschmelzzeit, f 

es tiempo de fusion 

ja ^smtPeij 

pi czas topienia wsadu 
pt tempo de fusao 
sv nedsmaltningstid 
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841-22-76 

temps de chargement 

intervalle de temps entre I'instant ou une charge est introduite dans la chambre de chauffe et 
le debut du procede de chauffage 

charging time 

time interval from the instant of placing a charge in the heating chamber to the beginning of 
the heating process 

ar 0*^' <>0 

en Sttttft 

de Beschickungszeit, f 

es tiempo de carga 

ja Amtimtifffl 

pi czas tadowania wsadu 
pt tempo de carregamento 
sv chargeringstid 



841-22-77 

temps de dechargement 

intervalle de temps entre I'instant ou la temperature finale de la charge est atteinte ou la fin 
du processus technologique, et I'enlevement final de la charge de la chambre de chauffe 

unloading time 

time interval from the instant the final charge temperature is reached or from the end of the 
technological process to the final removal of the charge from the heating chamber 

ar J jii'ti j»JP <>j 

en fflSBtfS] 

de Entleerungszeit, f 

es tiempo de descarga 

ja ©ttiLBfPfl 

pi czas wytadowania wsadu 

pt tempo de descarregamento 

sv tappningstid 



43 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



Section 841-23 - Chauffage par resistance 
Section 841-23 - Resistance heating 

841-23-01 

chauffage par resistance 

chauffage electrique utilisant I'effet Joule produit par un courant electrique dans un milieu 
solide 

resistance heating 

electric heating using the Joule effect produced by an electric current in a solid medium 

en feUM 

de Widerstandserwarmung, f 

es calentamiento por resistencia 

ja mmm 

pi nagrzewanie rezystancyjne 
pt aquecimento por resistencia 
sv motstandsvarmning 



841-23-02 

chauffage direct par resistance 

chauffage par resistance dans lequel le courant electrique circule a travers le materiau a 
chauffer 

direct resistance heating 

resistance heating, in which electric current passes through the material to be heated 

en mgwiM 

de direkte Widerstandserwarmung, f 
es calentamiento directo por resistencia 

ja mmumm 

pi nagrzewanie rezystancyjne bezposrednie 
pt aquecimento directo por resistencia 
sv direkt motstandsvarmning 

841-23-03 

chauffage indirect par resistance 

chauffage par resistance dans lequel I'energie produite par effet Joule dans une resistance 
est transferee a la charge a chauffer en utilisant les lois de transfert de chaleur 

indirect resistance heating 

resistance heating, in which energy generated by Joule's effect in a resistor, is transferred to 
the charge to be heated according to the laws of heat transfer 



ar 



en fEQ&iil&ftlft 

de indirekte Widerstandserwarmung, f 

es calentamiento indirecto por resistencia 

ja mmmmm 

pi nagrzewanie rezystancyjne posrednie 

pt aquecimento indirecto por resistencia 

sv indirekt motstandsvarmning 
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841-23-04 

installation electrothermique a chauffage direct par resistance 

installation destinee au chauffage direct par resistance 

direct resistance electroheat installation 

installation destined to direct resistance heating 

ar ** "J* a «1K j^iU^J) (jj.i_uij.lJ 4.jj)j^jj^S blxji 

en Mmwm&mm ' 

de direkte Widerstandselektrowarmeanlage, f 

es instalacion electrotermica de calentamiento directo por resistencia 

ja mm&mmmm 

pi instalacja elektrotermiczna rezystancyjna bezposrednia 

pt instalacao electrotermica de aquecimento directo por resistencia 

sv anlaggning for direkt motstandsvarmning 

841-23-05 

installation electrothermique a chauffage indirect par resistance 

installation destinee au chauffage indirect par resistance 

indirect resistance electroheat installation 

installation destined to indirect resistance heating 

cn ®m&m.&mm%; 

de indirekte Widerstandselektrowarmeanlage, f 

es instalacion electrotermica de calentamiento indirecto por resistencia 

ja mmmmmmm 

pi instalacja elektrotermiczna rezystancyjna posrednia 

pt instalacao electrotermica de aquecimento indirecto por resistencia 

sv anlaggning for indirekt motstandsvarmning 

841-23-06 

four a resistance 

equipement electrothermique muni d'une enceinte, dont le principe est le chauffage par 
resistance 

resistance furnace 

electroheat equipment having a chamber, in which resistance heating is accomplished 

ar ^LajlJLa £ji 

cn feffl^ 

de Widerstandsofen, m 

es homo de resistencia 

ja ©Slip 

pi piec rezystancyjny 

pt forno de resistencia 

sv motstandsugn 
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841-23-07 

poste de chauffage electrique par resistance 

equipement electrothermique depourvu d'enceinte, utilise pour le chauffage par resistance 

resistance heater 

electroheat equipment devoid of a chamber, used for resistance heating 

cn felSjjq&SS 

de Widerstandserhitzer, m 

es calentador por resistencia 

ja ®,fc%mfc 

pi nagrzewnica rezystancyjna 

pt aquecedor de resistencia 

sv motstandsvarmare 

841-23-08 

four continu 
four a passage 

four electrique a travers lequel la charge chauffee est deplacee 

continuous furnace 

electric furnace through which the heated charge is conveyed 

ar j- 1 " -"*- " £)j* 

cn mm&p 

de Elektro-Durchlaufofen, m 
es homo continuo 

ja mmfi 

pi piec przelotowy 

pt forno continuo 

sv genommatningsugn 

841-23-09 

four discontinu 

four electrique dans lequel le chargement et le dechargement sont conduits de fagon 
discontinue 

discontinuous furnace 

electric furnace in which loading and unloading are carried out in a discontinuous manner 

ar j f l um jjc £j3 

cn imm&ip 

de diskontinuierlicher Elektroofen, m 
es homo discontinuo 

ja #mmp 

pi piec okresowego dziatania 
pt forno discontinuo 
sv diskontinuerlig ugn 
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841-23-10 

four discontinu a chambre 

four discontinu horizontal de forme rectangulaire ou cylindrique qui traite des charges 
individuelles et peut etre chauffe et refroidi avec la charge ou maintenu a une temperature 
specifiee 

batch furnace 

horizontal, rectangular or cylindrical discontinuous furnace, which handles individual charges 
and which may be heated and cooled with the charge or maintained at specific temperature 



ar 



en IllifcsW 

de Kammerofen, m 

es homo discontinuo de camara 

ja y<y=f-p 

pi piec nieprzelotowy 

pt forno discontinuo de camara 

sv satsugn 



841-23-11 

tube radiant electrique 

element chauffant de la forme d'un tube fait d'un materiau resistant a la chaleur et comportant 
une resistance chauffante a I'interieur 

NOTE La charge est principalement chauffee par le rayonnement de la surface du tube. 

electric radiant tube 

heating element in the form of a tube made of a heat-resistant material and having a heating 
resistor inside it 

NOTE The charge is heated mainly by the radiation of the tube surface, 
ar jA*]l (jJbj^iSI vj^l 

en *aw» 

de elektrisches Strahlungsrohr, n 

es tubo radiante electrico 

ja *«S$JH-f 

pi rura promieniuja.ca elektryczna 

pt tubo radiante electrico 

sv rorelement 



841-23-12 
cable chauffant 

cable souple isole electriquement comportant un ou plusieurs conducteurs chauffants 

heating cable 

electrically insulated flexible cable with one or more heating conductors 

ar o J^ ' "" <J^ 

en im&m 

de Heizkabel, n 

es cable de calentamiento 

ja JPffSJB^-:/^ 

pi przewod grzejny; kabel grzejny (termin nie zalecany) 

pt cabo aquecedor 

sv varmekabel 
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841-23-13 

resistance chauffante 

partie d'un element chauffant, demontable ou non, utilisee pour la conversion de I'energie 
electrique en chaleur 

heating resistor 

part of a heating element removable or not, used for conversion of electric energy into heat 

ar O j^ ' "" f»jli« 

en MfefiS 

de Heizwiderstand, m 

es resistencia de calentamiento 

ja Dmmm.fcw- 

pi rezystor grzejny 

pt resistencia aquecedora 

sv varmningsmotstand 

841-23-14 

element chauffant 

piece, demontable ou non, utilisee pour convertir I'energie electrique en chaleur, comprenant 
une resistance chauffante et des accessoires 

heating element 

part, removable or not, used for conversion of electric energy into heat, consisting of a 
heating resistor and accessories 

en Jp#!!7t;# 

de Heizelement, n 

es elemento de calentamiento 

ja 1]]imB^- 

pl element grzejny 

pt elemento aquecedor 

sv motstandselement 



841-23-15 

element chauffant au graphite 

element chauffant compose de graphite et de la forme d'une barre, d'un tube, d'un creuset, 
d'une plaque, d'un film souple, d'une lame ou d'une bobine 

graphite heating element 

heating element in the shape of a graphite rod, tube, crucible, plate, flexible film, strip or coil 

ar tr^'j^ U J^ ' "" y^^ 

en ^HJffli^TC'rt 

de Graphitheizelement, n 

es elemento de calentamiento de grafito 

ja mmmm? 

pi element grzejny grafitowy 

pt elemento aquecedor de grafite 

sv motstandselement av grafit 
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841-23-16 

element chauffant au carbure de silicium 

element chauffant compose de carbure de silicium de la forme d'une barre, d'un tube ou d'une 
bobine avec des accessoires 

silicon carbide heating element 

heating element in the shape of a silicon carbide rod, tube or coil with accessories 

ar ^jjSjIi nit luji (j* 9 Qj^ ' "* j "i !<*' 

en #Hfc«M76# 

de Siliziumkarbidheizelement, n 

es elemento de calentamiento de carburo de silicio 

ja Kfti*JDl»f 

pi element grzejny karborundowy 

pt elemento aquecedor de carboreto de silicio 

sv motstandselement av kiselkarbid 



841-23-17 

element chauffant a faible temperature 

element chauffant dont la temperature de travail permise est 500 °C 

low temperature heating element 

heating element of permissible working temperature up to 500 °C 

ar Sjtj^JI (j!akLjj> q\\ i n" j i n \f- 

cn f&fiJq&TOft 1 

de Niedrigtemperatur-Heizelement, n 

es elemento de calentamiento de baja temperatura 

ja mumm^F 

pi element grzejny niskotemperaturowy 

pt elemento aquecedor de baixa temperatura 

sv lagtemperaturelement 

841-23-18 

element chauffant a moyenne temperature 

element chauffant, compose de materiaux resistants, le plus souvent metalliques, supportant 
pendant une longue duree une temperature inferieure a 1 400 °C 

medium temperature heating element 

heating element made of medium temperature resistance materials, mostly metallic, having a 
long-lasting temperature below 1 400 °C 



ar 



cn 4 ] fiJP^i70# 

de Mitteltemperatur-Heizelement, n 

es elemento de calentamiento de media temperatura 

ja tpuumrn^- 

pl element grzejny sredniotemperaturowy 

pt elemento aquecedor de media temperatura 

sv medeltemperaturelement 
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841-23-19 

element chauffant a haute temperature 

element chauffant, compose de materiaux resistants a haut point de fusion, supportant 
pendant une longue duree une temperature superieure a 1 400 °C 

high temperature heating element 

heating element made of high-melting resistance materials, having a long-lasting temperature 
above 1 400 °C 

ar Sjtja-Jt t*J>« u J^ ' "" j^^ 

en fiffiiPi&TCft 1 

de Hochtemperatur-Heizelement, n 

es elemento de calentamiento de alta temperatura 

ja muM^m^- 

pl element grzejny wysokotemperaturowy 
pt elemento aquecedor de alta temperatura 
sv hogtemperaturelement 



841-23-20 

support d'element chauffant 

ensemble qui supporte les elements chauffants a I'interieur de la chambre de chauffe 

heating element support 

assembly, which supports the heating elements inside the heating chamber 

ar (jj.i_ujj j" , ' r - ^.jX&i 

en Jqj»7C#£# 

de Halterung des Heizelements, f 

es soporte de elemento de calentamiento 

ja Dmm=t%m^ 

pi wspornik elementu grzejnego 
pt suporte de elemento aquecedor 
sv stod for mostandselement 

841-23-21 

element chauffant spirale 

element chauffant compose d'un conducteur chauffant en forme de bobine 

spiral heating element 

heating element consisting of a heating resistor in the shape of a coil 

ar (jjjj^ OP-"" j*d& 

en mmmiamTt^ 

de Spiralheizelement, n 

es elemento de calentamiento espiral 

ja mmmmm^- 

pi element grzejny skr$tkowy 

pt elemento aquecedor em espiral 

sv spiralmotstand 
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841-23-22 

element en epingle a cheveux 

element chauffant compose d'une resistance chauffante en forme d'epingle a cheveux 

hair-pin element 

heating element consisting of a heating resistor in the shape of hair-pin 

ar j**5 o*Ji* J£« i^ j^^JC' 

en S#^iP^7U# 

de Haarnadel-Heizelement, n 

es elemento en horquilla 

ja ^TtV^if 

pi element grzejny szpilkowy 

pt elemento em gancho de cabelo 

sv harnalsmotstand 

841-23-23 

element chauffant en forme de barre 

element chauffant compose d'un conducteur chauffant en forme de barre 

rod-type heating element 

heating element consisting of a heating resistor in the shape of rod 

ar (i fii < <-^ ) l) J^ ' "* j^J* 

en #^Jp^,7n# 

de Stabheizelement, n 

es elemento de calentamiento tipo barra 

ja mmmm^F 

pi element grzejny pr$towy 

pt elemento aquecedor em forma de barra 

sv stangmotstand 

841-23-24 

element chauffant a herse rotative 
element chauffant en peigne circulaire 

element chauffant compose d'un fil conducteur de forme ondulee enroule en spirale 

rotary harrow heating element 
porcupine heating element 

heating resistor consisting of a wire resistor of undulated form, wound as a spiral 

ar (_s-!-i-" (JjA i in j i n W- 

en $|«7Bj!iqft7C# 

de Wendelheizelement, n 

es elemento de calentamiento en rastrillo rotativo; elemento de calentamiento en peine circular 

ja HIES;-*- £ «) mtefkltf- 

pi element grzejny kolczatkowy 

pt elemento aquecedor em pente espiralado 

sv 
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841-23-25 
ruban chauffant 

element chauffant compose d'une resistance chauffante en forme de ruban 

tape heating element 

heating element consisting of a heating tape resistor 

ar J^ij^ 1 C )i* ' "" j^* 

en flMfc!iqft7C# 

de Bandheizelement, n 

es cinta de calentamiento 

ja 7- — -f\i—d> — 

pi element grzejny tasmowy 

pt elemento aquecedor em fita 

sv varmeband 

841-23-26 

enveloppe chauffante 

element chauffant constitue de fils resistants tisses en une feuille ou faconnes specialement, 
par exemple pour envelopper des reservoirs, des recipients ou des tuyauteries 

heating mat 

heating element consisting of wire woven into sheet or special shapes, e.g. for wrapping 
around flasks, vessels or pipework 

cn Jn$!(ll 

de Heizmatte, f 

es envolvente de calentamiento 

ja annjuk 9 ■ 

pi mata grzejna 

pt envolucro aquecedor 

sv varmeduk 



841-23-27 

connexion froide 

conducteur destine a relier la resistance chauffante au fil de la source d'energie et concu pour 
ne degager aucune chaleur appreciable 

cold lead 
cold tail 

part for connecting the heating resistor and the wire from power supply and conceiving no 
obvious heating 

ar JjW ^J 3 

cn 9ltH*i 3ltUtt 

de Kaltleitung, f; kalte Zuleitung, f 

es conexion fria 

ja ftaSSB 

pi kohce zimne; doprowadzenia zimne 

pt conexao fria 

sv kail anslutning 
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841-23-28 

four a botte 

four discontinu a chambre et a resistance contenant une chambre de chauffe horizontale en 
forme de botte munie d'une porte pour les charges 

box-type furnace 

resistance batch furnace having a box-type horizontal heating chamber with a door for 
charging 

ar tAj^i" 3 oj* 

en ffiW 

de Widerstands-Kammerofen in Kastenbauform, m 

es homo tipo caja 

ja W&W 

pi piec komorowy 

pt forno tipo caixa 

sv enkammarugn 



841-23-29 

four a chambres 

four electrique qui comporte plus d'une chambre de chauffe 

multi-chamber furnace 

electric furnace having more than one heating chamber 

ar <-«jilt JJ«i< Oji 

en g^.jp 

de Mehrkammer-Elektroofen, m 

es homo multicamaras 

ja #*#» 

pi piec wielokomorowy 

pt forno multicamaras 

sv flerkammarugn 

841-23-30 
four horizontal 

four a resistance qui comporte une chambre de chauffe horizontale 

horizontal furnace 

resistance furnace having a horizontal heating chamber 

ar <^i <jj* 

en ErSW 

de Widerstands-Horizontalofen, m 

es homo horizontal 

ja W&W 

pi piec poziomy 

pt forno horizontal 

sv horisontalugn 
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841-23-31 
four vertical 

four a resistance qui comporte une chambre de chauffe verticale 

vertical furnace 

resistance furnace having a vertical heating chamber 

ar ti*"'J &J* 

en AL&JP 

de Widerstands-Vertikalofen, m 

es homo vertical 

ja wmtp 

pi piec pionowy 
pt forno vertical 
sv vertikalugn 

841-23-32 

four-puits 

four discontinu a chambre et a resistance, formant un puits dans lequel la charge est 
introduite par le haut 

pit furnace 

resistance batch furnace, forming a pit, in which the charge is loaded from the top 

ar »j** 0j£ 

en #sW 

de Widerstands-Schachtofen, m 

es homo de foso 

ja My YIP 

pi piec szybowy 

pt forno tipo poco 

sv gropugn 

841-23-33 

four a pot 

four discontinu a chambre et a resistance dans lequel un creuset charge separement est 
introduit au moment du traitement 

pot-type furnace 

resistance batch furnace in which a separate charged crucible is placed for processing 

ar f Lcjll Oji 

en JtHSStf" 

de Widerstands-Tiegelofen, m 

es homo de pote 

ja #?W 

pi piec gamkowy 

pt forno de pote 

sv degelugn 
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841-23-34 

four a elevateur 

four discontinu a chambre et a resistance, dont la partie superieure de la chambre de chauffe 
formant cloche est fixe, la sole est soulevee pour le chauffage et abaissee pour le 
refroidissement du four ou de la charge 

elevator furnace 

resistance batch furnace, of which the upper part of the heating chamber constitutes the fixed 
bell, into which the hearth is raised for heating and lowered for cooling the furnace or charge 

ar £9lj £j£ 

en 3tP£sW 

de Widerstands-Hubherdofen, m 

es homo ascensor 

ja iK-^-jp 

pi piec elewatorowy 

pt forno de elevador 

sv elevatorugn 



841-23-35 

four a puisage 

four a resistance duquel le metal liquide peut etre preleve au moyen d'une louche a main ou 
d'un dispositif automatique de coulee 

bale out furnace 

resistance furnace from which liquid metal may be taken out by a hand ladle or automatic 
pouring device 

ar *M £jj 

en Sft^ 

de Widerstands-Schopfofen, m 

es homo de achique 

ja QMP 

pi piec czerpalny 

pt forno de extraccao 

sv portioneringsugn 

841-23-36 
four tunnel 

four continu horizontal a resistance de forme allongee 

tunnel furnace 

resistance horizontal continuous furnace of elongated form 

ar yiii Oj* 

en BtatsW 

de Widerstands-Tunnelofen, m 

es homo tunel 

ja h s%.}VVp 

pi piec tunelowy 

pt forno em tunel 

sv tunnelugn 
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841-23-37 

four tirant 

four continu horizontal a resistance, utilise principalement pour le chauffage de fils ou de 
feuillards metalliques qui sont entratnes a travers la chambre de chauffe 

drawing furnace 

resistance horizontal continuous furnace, used predominantly for heating wire or strips which 
are drawn through the heating chamber 

ar i .tim £ji 

en 3S3ISW 

de Widerstands-Durchziehofen, m 

es homo de estirado 

ja itlL^ 

pi piec przewtokowy 

pt forno de atravessamento 

sv genomdragningsugn 



841-23-38 

four a bande transporteuse 

four continu a resistance a travers lequel la charge est vehiculee et transportee par un 
transporteur ou convoyeur a bandes en forme de mailles ou de maillons 

belt conveyor furnace 

resistance continuous furnace through which the charge is conveyed and carried by a belt 
formed of wire mesh or cast links 

ar Jalill jxuJI £j3 

en ft$kft&ip 

de Widerstands-Banddurchlaufofen, m 

es homo de banda transportadora 

ja ^/vhny^f-^ 

pi piec tasmowy 

pt forno de banda transportadora 

sv ugn med matningsband 



841-23-39 

four multizone 

four a resistance qui comporte deux ou plusieurs zones de chauffage qui sont controlees 
automatiquement et de fa?on independante pour obtenir les niveaux de temperature exiges 
par le procede thermique 

multi-zone furnace 

resistance furnace having two or more heating zones which are independently automatically 
controlled to obtain temperature levels required in heat treatment 



ar 



cn gKft' 

de Widerstands-Mehrzonenofen, m 

es homo multizonas 

ja -viVf-V — yjf> 

pi piec wielostrefowy 

pt forno multizonas 

sv flerzonugn 
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841-23-40 

four a tube 

four a resistance discontinu comprenant une chambre de chauffe en forme de tube, 
horizontale ou verticale 

tubular furnace 

discontinuous resistance furnace comprising a tubular horizontal or vertical heating chamber 

ar (^j^i Oj* 

en tsW 

de Rohrofen, m 

es homo tubular 

ja tffcJIF 

pi piec rurowy 

pt forno tubular 

sv rorugn 

841-23-41 

four a sole a rainure de guidage 

four discontinu a chambre dont la sole comporte des rainures ou des fentes servant au 
guidage du chariot supportant la charge 

grooved hearth furnace 

batch furnace in which the hearth is grooved or slotted to accept the charge supporting rails 
of a charging machine 

ar jja-> A*** 0j3 

en mjtm&fr 

de Nutherdofen, m 

es homo de solera con guias ranuradas 

ja MMP 

pi piec o trzonie ztobkowym; piec o trzonie szczelinowym 

pt forno com calha de guiamento 

sv 



841-23-42 
four a moufle 

four a chambre et a resistance equipe d'une moufle 

muffle furnace 

resistance chamber furnace supplied with the muffle 

ar £9V <jji 

en 3,%,$* 

de Widerstands-Muffelofen, m 

es homo de mufla 

ja -?y7}V)[p 

pi piec muflowy 

pt forno de mufla 

sv muffelugn 
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841-23-43 

four basculant 

four a resistance qui tourne autour d'un axe horizontal permettant le basculement en vue de 
faciliter le chargement, le decrassage, la coulee ou le dechargement 

tilting furnace 

resistance furnace which rotates around a horizontal axis allowing tilting in order to facilitate 
loading, deslagging, pouring or unloading 

ar 3JL»>U JjIS qj& 

en Mz&sW 

de Widerstands-Kippofen, m 

es homo basculante 

ja ffiKlIp 

pi piec przechylny 

pt forno basculante 

sv tippbar ugn 



841-23-44 

four a cloche 

four discontinu a chambre et a resistance dans lequel la sole est fixe et recouverte d'une 
cloche amovible 

bell furnace 

resistance batch furnace in which the hearth is fixed and covered by a removable bell 

ar ij**j* uj* 

en WftW 

de Widerstands-Haubenofen, m 

es homo de campana 

ja s<)Vjfc>p 

pi piec dzwonowy; piec kotpakowy 

pt forno de campanula 

sv klockugn 



841-23-45 

four a chaTne 

four continu a resistance a travers lequel la charge est deplacee au moyen d'un transporteur 
a chaTne 

chain conveyor furnace 

continuous resistance furnace through which the charge is carried by a chain conveyor 

ar Jij^i 4-L-Lj jj £j£ 

en mmm&ip 

de Widerstands-Kettenforderofen, m 

es homo de cadena transportadora 

ja ^-^. — ^aV^-if— $* 

pi piec o przenosniku tahcuchowym 

pt forno de cadeia 

sv kedjematad ugn 
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841-23-46 

four a vis d'Archimede 

four a resistance continu dans lequel le (Replacement de la charge lors du chauffage est 
assure par une vis d'Archimede en rotation montee dans un tambour 

screw conveyor furnace 

continuous resistance furnace in which the movement of the charge during heating is carried 
out by a rotating Archimedean screw built into the drum 

ar if*iji J2U jj qj& 

en MMmtik&iP 

de Widerstandsofen mit Transportschnecke, m 

es homo de tornillo sin fin 

ja 7*9 y a.— aV^-^r— ^P 

pi piec o przenosniku slimakowym 

pt forno de parafuso sem fim 

sv ugn med skruvmatare 



841-23-47 

four a passage a sole inclinee 

four continu a resistance dans lequel le deplacement de la charge s'effectue par gravite 

sloping hearth furnace 

continuous resistance furnace in which the charge movement is effected by gravity 

ar J*>> jj Jj^> OjP 

en #&&.#> 

de Widerstands-Schragherdofen, m 
es homo de solera inclinada 

ja mmm& 

pi piec grawitacyjny 

pt f orno de piso inclinado 

sv ugn med lutande hard 

841-23-48 

four a sole a secousses 

four continu a resistance dans lequel la charge est transportee par glissement progressif le 
long de la sole soumise a un mouvement de va-et-vient a retour rapide 

shaker hearth furnace 

continuous resistance furnace in which the charge is passed stepwise along the hearth by its 
periodical slower forward and quicker backward movements 

ar J2>« jJ jljA Qji 

en JSI/KsW 

de Widerstands-RLittelherdofen, m 

es homo de solera de vaiven 

ja i/x.4$>— />— 7.]p 

pi piec wstrza^sowy 

pt forno de piso sacudido 

sv skakhardugn 
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841-23-49 

four a rouleaux 

four continu a resistance a travers lequel la charge est supportee par et deplacee sur des 
rouleaux, dont certains peuvent etre commandes 

roller hearth furnace 

continuous resistance furnace through which the charge is conveyed and carried on rollers, 
some of which are driven 

ar lH^Vj jJ Ja>« £ja 

en HflssW 

de Widerstands-Rollenherdofen, m 

es homo de rodillos 

ja n — y— /n— xjp 

pi piec rolkowy 

pt forno de rolos 

sv rullhardugn 



841-23-50 

four poussant 

four continu a resistance, dans lequel chaque piece est poussee de facon intermittente par la 
piece suivante le long d'une sole 

pusher furnace 

resistance continuous furnace, in which each charge piece is pushed intermittently by the 
following piece along a hearth 

ar £9U Qjk 

en JtitsW 

de Widerstands-StoRofen, m 

es homo de empuje 

ja ■fyi/ J f—p 

pi piec przepychowy 

pt forno de empurra 

sv genomskjutningsugn 



841-23-51 

four a sole tournante 

four continu horizontal a resistance, equipe d'une sole circulaire ou annulaire, qui tourne 
autour d'un axe vertical et ayant des ouvertures d'entree et de sortie, quelquefois une seule 
ouverture 

rotary hearth furnace 

horizontal continuous resistance furnace, with a circular or annular hearth, which rotates 
around a vertical axis, having entry and exit openings, sometimes only one opening 

ar (»>»*-«) J2>« jJ j'j J C)J* 

en &J&RP 

de Widerstands-Drehherdofen, m 

es homo de solera giratoria 

ja m^^P^'IP 

pi piec karuzelowy 

pt forno de piso rotativo 

sv roterhardugn 
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841-23-52 

four a tambour rotatif 

four continu horizontal a resistance dont le tambour tourne 

rotary drum furnace 

horizontal continuous resistance furnace the drum of which rotates 

ar »j'j J 4J!jLj-»iji £j£ 

en &n&p 

de Widerstands-Trommelofen, m 

es homo de tambor giratorio 

ja ^}&VyJ*P 

pi piec b$bnowy obrotowy 

pt forno de tambor rotativo 

sv roterande trumugn 

841-23-53 

four a longerons mobiles 

four continu a resistance dans lequel la charge est soulevee, transportee et deposee plus loin 
dans le four par un systeme mecanique 

walking beam furnace 

continuous resistance furnace in which the charge is progressed by alternately raising and 
setting down at a point further along the furnace hearth by a mechanical device 



ar 



cn ^&sW 

de Widerstands-Hubbalkenofen, m 

es homo de balancines 

ja v*-*yy\?-&& 

pi piec o trzonie krocza^cym 

pt forno de longarinas moveis 

sv stegbalksugn 



841-23-54 

four a sole glissante 



four continu a resistance dont la sole est horizontale, plane ou bosselee, et sur laquelle la 
charge est poussee pour permettre son transfert et son dechargement en continu 

skid hearth furnace 

continuous resistance furnace with horizontal hearth, either plain or with raised points, on 
which the charge is raised or pushed in sequence to permit its continuous transfer and 
discharge 

ar 4&>« jj j3>« £ji 

cn mm&p 

de Widerstands-Gleitherdofen, m 

es homo de solera deslizante 

ja 7,^-y Y'^— ?>¥ 

pi piec o trzonie slizgowym 

pt forno de piso deslizante 

sv glidhardugn 
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841-23-55 

four a sole mobile 

four discontinu a chambre et a resistance dans lequel la sole est construite comme un plateau 
de wagonnet sur lequel la charge est deposee pour etre introduite et sortie du four mais qui 
est maintenue en place durant le chauffage 

bogie hearth furnace 

resistance batch furnace in which the hearth is constructed as a bogie onto which the charge 
is loaded for movement into and out of the furnace but which remains stationary during 
heating 



ar 



(4' ^Am <jjfr) <y?.jj J5>ajj £ji 

en £$5W 

de Widerstands-Herdwagenofen, m 

es homo de solera movil 

ja -&*«^ 

pi piec z wysuwanym trzonem 

pt forno de piso movel 

sv vagnhardugn 



841-23-56 

four a wagonnets 



four continu a resistance dans lequel la charge est transportee le long de la chambre de 
chauffe sur des wagonnets 

bogie furnace 

resistance continuous furnace in which charge is carried along the heating chamber on the 
bogies 

ar (Aj ?i4Am Ajjc) ^ji oji 

en 3^5^ 

de Widerstands-Wagenherdofen, m 

es homo de vagonetas 

ja y$*?-M')p 

pi piec wozkowy 

pt forno de vagonetas 

sv vagnugn 



841-23-57 

four oscillant 

four a resistance chauffe par le rayonnement de resistances, soumis a un mouvement 
oscillant autour d'un axe, pour obtenir un mouvement de la charge, afin d'ameliorer le 
transfert de chaleur 

rocking furnace 

resistance furnace heated by radiation from rod resistors and the furnace body oscillating 
around an axis to move the charge, giving an improved heat transfer 

ar (£*j^-«) dj* 

en Mm^fr 

de Widerstands-Schaukelofen, m 

es homo oscilante 

ja Bj/Jfy^ 

pi piec wahadtowy 

pt forno oscilante 

sv oscillerande ugn 
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841-23-58 

four sous vide 

four electrique comportant une chambre de chauffe dans laquelle on realise le traitement 
d'une charge sous un vide plus ou moins pousse 

vacuum furnace 

electric furnace having a heating chamber constructed to allow a charge material to be 
processed at sub-atmospheric pressure 



ar 


£ij^ 6j* 


en 


M±iP 


de 


Vakuum-Elektroofen, m 


es 


homo de vacio 


ja 


M^iP 


Pi 


piec prozniowy 


pt 


forno de vacuo 



sv vakuumugn 

841-23-59 

four sous vide a parois chaudes 

four sous vide dans lequel la charge et I'enceinte hermetique sous vide sont chauffees de 
I'exterieur 

hot wall vacuum furnace 

vacuum furnace in which the charge and vacuum-tight chamber are heated externally 

ar OiU« .kiLs. jj jjjii <jj£ 

en ®mM£ff>; &&&&£#> 

de Heiftwand-Vakuumofen, m 

es homo de vacio de paredes calientes 

ja MU^MQP 

pi piec prozniowy o scianach gora.cych 

pt forno de vacuo com paredes aquecidas 

sv vakuumugn med varma vaggar 

841-23-60 

four sous vide a parois froides 

four sous vide equipe d'elements chauffants internes et dont les parois de I'enceinte 
hermetique sous vide sont refroidies 

cold wall vacuum furnace 

vacuum furnace with internal heating elements, the vacuum-tight chamber walls being cooled 

ar JjW -JaJ^ jj £jj£j oj^ 

en &mM£ff>; rt&5«£^ 

de Kaltwand-Vakuumofen, m 

es homo de vacio de paredes frias 

ja i&m.mm^fp 

pi piec prozniowy o scianach zimnych 
pt forno de vacuo com paredes frias 
sv vakuumugn med kylda vaggar 
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841-23-61 

four a lit fluidise 

four discontinu a chambre et a resistance contenant un lit de produits pulverulents a travers 
lequel circule un gaz chauffe ou refroidi eventuellement reactif 

fluidized bed furnace 

batch type resistance furnace containing a bed of granulated products through which a 
possibly reactive heated or cooled gas passes 



ar 



en ffi&%L^ff> 

de Widerstands-Wirbelofen, m 

es homo de lecho fluidizado 

ja jMbfls (Jl) 05 

pi piec ze ztozem fluidalnym; piec fluidalny 

pt forno de leito fluidificado 

sv ugn med fluidiserad badd 



841-23-62 
four a bain 



four generalement discontinu dans lequel le chauffage de la charge est assure par un milieu 
liquide porte a la temperature de travail et dans lequel la charge est immergee, par exemple 
four a bain de sel, four a bain de metaux fondus et four a bain d'huile 

bath furnace 

furnace generally of batch type, in which heating of the charge is effected by its immersion in 
a liquid medium at working temperature, e.g. salt bath furnace, liquid metal bath furnace and 
oil bath furnace 



ar 


j»Ua. <jj* 


en 


®fr 


de 


Badofen, m 


es 


homo de bano 


ja 


;<.*& 


Pi 


piec z ka.piela. grzejna. 


Pt 


forno de banho 


sv 


badugn 



841-23-63 

chaudiere a chauffage par resistance 

installation utilisee pour chauffer un fluide ou produire de la vapeur, comprenant un reservoir 
calorifuge rempli avec un fluide et equipe d'elements chauffants immerges dans celui-ci 

resistance heated boiler 

installation serving to heat a fluid or to produce steam, comprising a heat insulated tank filled 
with a fluid and with heating elements immersed in it 



ar 



en fcffljJP&W 

de Siedekessel mit Widerstandserwarmung, m 

es homo de calentamiento por resistencia 

ja mmmtfj?- 

pl kociot rezystancyjny 

pt caldeira de aquecimento por resistencia 

sv motstandsvarmd kokare 
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841-23-64 

sechoir a resistance 

four electrique a basse temperature utilise pour chauffer la charge jusqu'a 300 °C pour 
sechage 

resistance drier 

low-temperature electric furnace serving to heat the charge up to 300 °C for drying 

en fcffifli^ 

de Trockner mit Widerstandserwarmung, m 

es secador por resistencia 

ja t&mmm&Mm 

pi suszarka rezystancyjna 
pt secador de resistencia 
sv motstandsvarmd tork 



841-23-65 

four a convection forcee 

four electrique dans lequel le mouvement d'air dans la chambre de chauffe est force, afin 
d'assurer a I'interieur de celle-ci une distribution de la temperature uniforme ou un chauffage 
de la charge uniforme 

forced convection furnace 

electric furnace with forced air movement in the heating chamber to assure a uniform 
temperature distribution or a uniform charge heating inside the chamber 

ar tSj^V! J*»J! £ji 

en &fettmff> 

de Zwangskonvektions-Elektroofen, m 

es homo de conveccion forzada 

ja mmm& 

pi piec o konwekeji wymuszonej 
pt forno de conveccao forcada 
sv ugn med forcerad konvektion 



841-23-66 

four a faible capacite thermique 

four electrique construit avec des materiaux isolants de faible capacite thermique, de maniere 
a permettre une mise en temperature rapide de la chambre de chauffe 

low thermal capacity furnace 

electric furnace constructed of low thermal-capacity materials, so that the chamber 
temperature is reached in a short time 



ar 



en im^mip 

de Elektroofen mit geringer Warmekapazitat, m 

es homo de baja capacidad termica 

ja \&m®m& 

pi piec o matej bezwtadnosci cieplnej 

pt forno de baixa capacidade termica 

sv ugn med lag termisk troghet 
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841-23-67 

chambre de refroidissement 

partie d'un four electrique faisant suite a la zone de chauffage au travers de laquelle passe la 
charge pour y etre refroidie ou subir le traitement thermique suivant 

cooling chamber 

section of an electric furnace structure following the heating zone, through which the charge 
passes for cooling or consecutive heat treatment 

ar -^j^l ^ij^ 

en #£pg 

de Kuhlkammer (eines Elektroofens), f 

es camara de enfriamiento 

ja &%\m. 

pi komora chtodza^ca 

pt camara de arrefecimento 

sv kylkammare 



841-23-68 

moufle (2) 

element mince de la paroi a I'interieur de la chambre de chauffe, concu pour la separer des 
elements chauffants et du revetement de la paroi 

muffle 

thin wall part inside the heating chamber of a resistance furnace, designed to separate it from 
the heating elements and wall lining 

ar {jjj* Jjl*) £9V 

en S)$ 

de Muffel (eines Widerstandsofens), f 

es mufla (2) 

ja -7y7;V 

pi mufla 

pt mufla 

sv muffel 



841-23-69 

puissance surfacique d'un element chauffant 

puissance par unite de surface de I'element chauffant 

heating conductor surface load 

power of a heating conductor divided by the area of its surface 

ar ^jAJXuil <jjA milt J-t-dJ-a J-«A 

en M#tt*ffift# 

de Oberflachenlast eines Heizleiters, f 

es potencia superficial de un elemento de calentamiento 

ja mmftmmmt)®m 

pi obci^zenie powierzehniowe przewodu grzejnego 
pt potencia areal de um elemento aquecedor 
sv effekttathet hos motstandselement 
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841-23-70 

surface utile (d'une chambre de chauffe) 

surface maximale qui peut etre occupee par la charge dans la chambre de chauffe au cours 
d'un procede thermique 

useful surface (of a heating chamber) 

maximum surface which can be occupied by the charge in the heating chamber during a 
thermal process 

ar £)j£-"jJl 4-3j*-l jUiJl ntiuill 

en WfflSffi (iP»SW) 

de Nutzflache (einer Heizkammer), f 

es superficie util (de una camara de calentamiento) 

ja ^<ftmW V)\ll&M<D) 

pi powierzehnia uzyteczna (komory grzejnej) 

pt superficie util (de uma camara aquecedora) 

sv nyttig yta 

Section 841-24 - Chauffage par rayonnement infrarouge 
Section 841-24 - Infrared heating 

841-24-01 

rayonnement infrarouge 

rayonnement electromagnetique dont les longueurs d'onde dans le vide sont superieures a 
celles du rayonnement visible tout en etant comprises entre 780 nm et 1 mm 

infrared radiation 

electromagnetic radiation with wavelengths which in vacuum are greater than those for visible 
radiation, thus being between 780 nm and 1 mm in vacuum 



ar 



en &*rffl|* 

de Infrarotstrahlung, f 

es radiacion infrarroja 

ja #*&«■ 

pi promieniowanie podczerwone 

pt radiacao infravermelha 

sv infrastralning 



841-24-02 

rayonnement infrarouge long 

rayonnement infrarouge dont les longueurs d'onde dans le vide sont superieures a 4 jam 

longwave infrared radiation 
far infrared radiation 

infrared radiation with wavelengths which in vacuum are greater than 4 urn 

cn &&&&##-, sa:^hS*f 

de langwellige Infrarotstrahlung, f; feme Infrarotstrahlung, f 

es radiacion infrarroja de onda larga 

ja ifi*^$#t 

pi promieniowanie podczerwone dtugofalowe 

pt radiagao infravermelha de onda longa 

sv langvagig infrastralning 
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841-24-03 

rayonnement infrarouge moyen 

rayonnement infrarouge dont les longueurs d'onde dans le vide sont superieures a 2 |o.m et 
inferieures a 4 urn 

mediumwave infrared radiation 
medium infrared radiation 

infrared radiation with wavelengths which in vacuum are greater than 2 |im and less than 
4 urn 

ar 4^j^it 4 a ■ "j* - f !j-»^J! ■*■■>* AjuiVI 

en *»&#«#; 4»tt^**r 

de mittelwellige Infrarotstrahlung, f; mittlere Infrarotstrahlung, f 

es radiacion infrarroja de onda media 

ja ***Mfc*f 

pi promieniowanie podczerwone sredniofalowe 

pt radiagao infravermelha de onda media 

sv infrastralning av medelvaglangd 

841-24-04 

rayonnement infrarouge court 

rayonnement infrarouge dont les longueurs d'onde dans le vide sont inferieures a 2 urn 

shortwave infrared radiation 
near infrared radiation 

infrared radiation with wavelengths which in vacuum are less than 2 |im 

cn £$&*«#; is&ft&N- 

de kurzwellige Infrarotstrahlung, f; nahe Infrarotstrahlung, f 

es radiacion infrarroja de onda corta 

ja iftS^^cW 

pi promieniowanie podczerwone krotkofalowe 

pt radiagao infravermelha de onda curta 

sv kortvagig infrastralning 

841-24-05 

chauffage par rayonnement infrarouge 

chauffage electrique consistant dans I'absorption de rayonnement optique et thermique, emis 
par des sources de rayonnement specialement concues a cet effet, le plus souvent en 
infrarouge 

infrared heating 

electric heating consisting in absorbing of thermal and optical radiation, emitted by especially 
constructed source of radiation, mostly infrared radiation 



ar 



cn £^M 

de Infraroterwarmung, f 

es calentamiento por infrarrojos 

ja JMMnffi 

pi nagrzewanie promiennikowe 

pt aquecimento por radiagao infravermelha 

sv infravarmning 
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841-24-06 

sechage par rayonnement infrarouge 

procede d'elimination des liquides, habituellement dans des solides, par elevation de la 
temperature resultant de I'absorption du rayonnement infrarouge 

infrared drying 

process of removal of liquids usually from solids, by temperature rise which is caused by 
absorption of infrared radiation 

en fil^T* 

de Trocknung durch Infraroterwarmung, f 

es secado por infrarrojos 

ja *^$£S 

pi suszenie promiennikowe 

pt secagem por radiacao infravermelha 

sv infratorkning 



841-24-07 

sechage sous vide par rayonnement infrarouge 

sechage par rayonnement infrarouge a une pression inferieure a la pression atmospherique 

infrared vacuum drying 

infrared drying at sub-atmospheric pressure 

ar f Ij^aJI &*£ Ajlui^Li ijjijJb i ij4^"1l 

en %Lt\-M&T%i 

de Trocknung durch Infraroterwarmung im Vakuum, f 

es secado al vacio por infrarrojos 

ja fcft-mmnm 

pi suszenie promiennikowe prozniowe 

pt secagem sob vacuo por radiacao infravermelha 

sv infratorkning i vakuum 

841-24-08 

chauffage de I'espace par rayonnement infrarouge 

chauffage par rayonnement infrarouge destine a assurer le maintien pour les especes, 
compartiments, objets et materiaux d'un etat thermique adapte, ceci etant un des facteurs 
corrigeant les conditions climatiques 

infrared space heating 

infrared heating, ensuring suitable thermo conditions to live species, compartments, objects 
and materials, this being one of the factors correcting climatic conditions 

en CC^ftK 

de Infrarot-Raumheizung, f 

es calentamiento de espacios por infrarrojos 

ja ^^ fc-*- 

pl ogrzewanie promiennikowe 

pt aquecimento de espaco por radiagao infravermelha 

sv infrarod rumsvarmning 
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841-24-09 

installation a rayonnement infrarouge 

installation electrothermique dans laquelle le chauffage est la consequence de I'absorption de 
rayonnement thermique et luminescent, emis par des sources de rayonnement specialement 
concues a cet effet, le plus souvent en infrarouge 

infrared installation 

electroheat installation, in which the heating occurs as the result of the absorption of thermal 
and optical radiation emitted by specially constructed sources of radiation, mostly infrared 
radiation 



ar 



cn ZLtmW 

de Infrarotanlage, f 

es instalacion de infrarrojos 

ja rnmmmw 

pi instalacja do nagrzewania promiennikowego 

pt instalacao de radiacao infravermelha 

sv anlaggning for infravarmning 



841-24-10 

four a rayonnement infrarouge 

installation de chauffage electrique comprenant une chambre de chauffe dans laquelle la 
charge est chauffee principalement par rayonnement infrarouge 

infrared furnace 

electroheat equipment with a heating chamber, in which a charge is heated mainly by infrared 
radiation 

ar f lj-»aJI CtsJl AjlJuV! qj& 

cn gLftjp 

de Infrarotofen, m 

es homo de infrarrojos 

ja Tfrt\-*fP 

pi piec promiennikowy 

pt forno de radiacao infravermelha 

sv infravarmningsugn 



841-24-11 

four sous vide a rayonnement infrarouge 

four a rayonnement infrarouge prevu pour fonctionner a une pression inferieure a la pression 
atmospherique 

infrared vacuum furnace 

infrared furnace with a heating chamber operating at sub-atmospheric pressure 

cn &HM£iP 

de Infrarot-Vakuumofen, m 

es homo de vacio por infrarrojos 

ja #fl-Xffl«J 

pi piec promiennikowy prozniowy 

pt forno de vacuo por radiacao infravermelha 

sv vakuumugn med infravarmning 
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841-24-12 

radiateur a infrarouge 

installation de chauffage electrique ne comportant pas de chambre de chauffe, dans lequel la 
charge est chauffee principalement par rayonnement infrarouge 

infrared heater 

electroheat equipment without a heating chamber, in which a charge is heated mainly by 
infrared radiation 

en gE^hM* 

de Infrarotheizkorper, m 

es calentador por infrarrojos 

ja #^t — 9 — 

pi nagrzewnica promiennikowa 

pt radiador de infravermelhos 

sv infravarmare 



841-24-13 

corps de chauffe en ceramique a infrarouge 

emetteur de rayonnement infrarouge dont le composant structural qui est source du 
rayonnement est constitue de, ou recouvert de materiau en ceramique 

infrared ceramic heater 

infrared emitter with a component which is the source of radiation and made of, or covered 
with ceramic material 

en SftRftftlttS 

de Infrarot-Keramikheizkorper, m 

es calentador de ceramica por infrarrojos 

ja Mt7???t t -^- 

pl promiennik ceramiczny 

pt aquecedor ceramico de infravermelhos 

sv keramisk infravarmare 



841-24-14 

element chauffant par infrarouge 

source de chaleur emettant un rayonnement infrarouge 

infrared heating element 

heat source from which infrared radiation is emitted 



ar 



en a^jJP^TC'rt 

de Infrarotheizelement, n 

es elemento de calentamiento por infrarrojos 

ja ftmkttm? 

pi promiennik podczerwieni 

pt elemento aquecedor de infravermelhos 

sv infrastralare 
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841-24-15 

radiateur infrarouge a lampe 

source de rayonnement infrarouge dont I'emetteur est enferme dans un conteneur en verre 

infrared lamp radiator 

source of infrared radiation with emitter enclosed in a glass case 

ar f Ija^JI ■ *■■>■* AjlJu^U lui H > ■ a - 

en a^ffftlt* 

de Infrarotlampe, f 

es radiador de infrarrojos de lampara 

ja 7>^^*^®C*f* 

pi promiennik lampowy 

pt radiador de lampada de infravermelhos 

sv infrastrallampa 

841-24-16 

emetteur infrarouge noir 

emetteur de rayonnement infrarouge dont les composantes monochromatiques dans le 
domaine du visible sont si faibles qu'elles ne provoquent pas de sensations visuelles 

infrared dark emitter 

infrared emitter radiating so weak monochromatic components in the visible range, that they 
do not cause visual sensations 

ar f Ij^aJI jj J 4*-uivU >jl£ dicU 

en tf&ft&ttS 

de dunkler Infrarotstrahler, m 

es emisor de infrarrojos negro 

ja ig«ft*^^W#: 

pi promiennik ciemny 

pt emissor infravermelho escuro 

sv mork infrastralare 

841-24-17 

emetteur infrarouge brillant 

emetteur de rayonnement infrarouge rayonnant entre autres composantes monochromatiques 
dans le domaine du visible 

infrared bright emitter 

infrared emitter emitting additionally to the radiation components in the infrarange also 
monochromatic components in the visible range 

en S£*r£*f3§ 

de heller Infrarotstrahler, m 

es emisor de infrarrojos brillante 

ja Mnm^^-mM# 

pi promiennik jasny 

pt emissor infravermelho brilhante 

sv ljus infrastralare 
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841-24-18 

emetteur infrarouge a faible temperature 

source de rayonnement infrarouge dont la temperature de I'emetteur est telle que la 
puissance maximale de ses composantes monochromatiques est transmise a des longueurs 
d'onde dans le vide superieures a 4 (am 

infrared low temperature emitter 

source of infrared radiation with an emitter temperature such that the maximum power of its 
monochromatic components is transferred at wavelengths in vacuum greater than 4 \xm 

ar sjlj^JI AuSoI^Ia p\jau '•*■■»* AjlJu] iLcU 

en ft&£ft&#S 

de Infrarotstrahler mit geringer Temperatur, m 

es emisor de infrarrojos de baja temperatura 

ja ffifi#*«r.*tfc 

pi promiennik niskotemperaturowy 

pt emissor infravermelho de baixa temperatura 

sv infrastralare for lag temperatur 

841-24-19 

emetteur infrarouge a moyenne temperature 

source de rayonnement infrarouge dont la valeur de la temperature de I'emetteur est telle que 
la puissance maximale de ses composantes monochromatiques est transmise a des 
longueurs d'onde comprises entre 2 \xm et 4 u.m 

infrared medium temperature emitter 

source of infrared radiation with an emitter temperature such that the maximum power of its 
monochromatic components is transferred at wavelengths in vacuum at the range from 2 jj.m 
to 4 jam 



ar 



en tfi»tt^a#* 

de Infrarotstrahler mit mittlerer Temperatur, m 

es emisor de infrarrojos de media temperatura 

ja *fi#*«rJWtt 

pi promiennik sredniotemperaturowy 

pt emissor infravermelho de media temperatura 

sv infrastralare for medeltemperatur 
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841-24-20 

emetteur infrarouge a haute temperature 

source de rayonnement infrarouge dont la temperature de I'emetteur est telle que la 
puissance maximale de ses composantes monochromatiques est transmise a des longueurs 
d'onde inferieures a 2 |j.m 

infrared high temperature emitter 

source of infrared radiation with an emitter temperature such that the maximum power of its 
monochromatic components is transferred at wavelengths in vacuum below 2 urn 

ar sjljaJI AjJIp f Ijaii LJaJ 4ju5i\ licL 

en Sfifil^SIt* 

de Infrarotstrahler mit hoher Temperatur, m 

es emisor de infrarrojos de alta temperatura 

ja Kfi#*«rJWfl: 

pi promiennik wysokotemperaturowy 

pt emissor infravermelho de alta temperatura 

sv infrastralare for hog temperatur 

841-24-21 

emetteur electrique de rayonnement infrarouge 

composant structurel ou composant fonctionnel, par exemple un plasma, qui est la source de 
rayonnement infrarouge dans un radiateur 

electric infrared emitter 

structural component or functional component, such as a plasma, being the source of infrared 
radiation in a radiator 

ar f Ij^aJI ljaj 4jui!iU ,_)bj££ ^\jlu*\ ijj£.lj 

en *fll^»## 

de elektrischer Infrarotstrahler, m 

es emisor electrico de infrarrojos 

ja *««*^^W#: 

pi emiter podczerwieni elektryczny 

pt emissor electrico de radiacao infravermelha 

sv elektrisk infrastralare 



841-24-22 

emetteur a lampe halogene 

emetteur de rayonnement infrarouge compose d'un filament de tungstene place dans un 
conteneur en verre de quartz rempli d'une atmosphere halogene 

halogen lamp emitter 

infrared emitter with tungsten filament placed in quartz glass case, filled with halogen 
atmosphere 

ar ,,'j? J^ fr t) .' ' d ' iifrLj 

en ^iffS*fi§ 

de Halogenstrahler, m 

es emisor de lampara halogena 

ja AP^y^y/faWfl: 

pi promiennik halogenowy 

pt emissor (infravermelho) de lampada halogenea 

sv infrastralare med halogenlampa 



74 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



841-24-23 

emetteur spot de rayonnement infrarouge 

source de rayonnement infrarouge dans laquelle I'emetteur dispose d'une petite surface de 
rayonnement et dont aucune de ses dimensions lineaires est pratiquement dominante 

infrared spot emitter 

source of infrared radiation in which the emitter has the small surface of radiation and none of 
its linear dimensions is practically dominant 



ar 



ptj^aJI LJij Ajlui^I !^Lua^A didj 

cn ££n* r :£*f3§ 

de Infrarotpunktstrahler, m 

es emisor de "spot" de infrarrojos 

ja X#yHI^»Jt# 

pi promiennik punktowy 

pt emissor pontual de radiacao infravermelha 

sv punktformad infrastralare 



841-24-24 

emetteur tubulaire de rayonnement infrarouge 

source de rayonnement infrarouge dans laquelle une des dimensions de base de I'element 
emetteur et directeur est pratiquement dominante 

tubular infrared emitter 

source of infrared radiation in which one of the basic dimensions of both emitting and 
directing element is practically dominant 

ar ptj^aJI i"'-\'\ 4juiiU (yjjj-ii didj 

cn §««E^«## 

de Infrarotrohrstrahler, m 

es emisor tubular de infrarrojos 

ja ***#*»»* 

pi promiennik liniowy 

pt emissor tubular de radiacao infravermelha 

sv rorformad infrastralare 



841-24-25 

emetteur plaque de rayonnement infrarouge 

source de rayonnement infrarouge dans laquelle deux des dimensions de base de I'element 
emetteur et directeur sont pratiquement dominantes 

infrared plate emitter 

source of infrared radiation in which two of the basic dimensions of both, emitting and 
directing element, are practically dominant 

ar f Ij^aJI Ciaj AjlJu^U ^ajJ liidj 

cn ttft&ft&tt8 ' 

de Infrarotplattenstrahler, m 

es emisor de placa de infrarrojos 

ja mtkftft-tkMfo 

pi promiennik ptaszczyznowy 

pt emissor em placa de radiacao infravermelha 

sv platt infrastralare 
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841-24-26 

emetteur a quartz de rayonnement infrarouge 

source de rayonnement infrarouge comportant un emetteur en forme d'element structurel 
enferme ou installe dans une ampoule de quartz 

infrared quartz emitter 

source of infrared radiation with a emitter in form of a structural element enclosed or installed 
in quartz bulb 

en twtt&am ' 

de Infrarotquarzstrahler, m 

es emisor de cuarzo de infrarrojos 

ja ^mftt\-1k%W- 

pi promiennik kwarcowy 

pt emissor de quartzo de radiacao infravermelha 

sv infrastralare i kvartslampa 



841-24-27 

filament 

element structurel d'un emetteur de rayonnement infrarouge dans lequel la conversion de 
I'energie electrique en chaleur est effectuee 

filament 

structural element of an infrared emitter, in which conversion of electric energy into heat is 
accomplished 

ar 6i& 

en ffM 

de Gluhdraht, m 

es filamento 

ja 7^7^^f 

pi zarnik 

pt filamento 

sv tradformad infrastralare 



841-24-28 

unite directive d'un emetteur de rayonnement infrarouge 

composant d'un emetteur de rayonnement infrarouge, qui dirige le rayonnement vers toute la 
surface environnante ou renvoie et dirige le rayonnement vers une partie de cette surface 

infrared emitter directing unit 

component of an infrared emitter, directing the radiation to the whole surrounding area or 
reflecting and directing the radiation toward a part of this area 

ar r \j~" SI '"'■*"• 4.x.ui) cjtlj a.j^jj Sj^j 

en «r.ft&tf«£fr%E 

de Richtelement eines Infrarotstrahlers, n 

es unidad directiva de un emisor de infrarrojos 

ja S^MWasyh 

pi element kieruja^cy promieniowanie 

pt unidade direccional de um emissor de radiacao infravermelha 

sv riktanordning for infrastralare 
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841-24-29 

reflecteur d'un emetteur de rayonnement infrarouge 

composant d'un emetteur de rayonnement infrarouge qui renvoie et dirige le rayonnement a 
I'interieur d'un angle solide determine 

infrared emitter reflector 

component of an infrared emitter, that reflects and directs the radiation towards a determined 
solid angle 

en tLftSttt*BM& 

de Reflektor des Infrarotstrahlers, m 

es reflector de un emisor de infrarrojos 

ja S^^ctt^.fflJxiH'lS 

pi odbtysnik 

pt reflector de um emissor de radiacao infravermelha 

sv reflektor for infrastralare 



841-24-30 

panneau chauffant rayonnant 

construction modulaire unifiee incluant un ou plusieurs emetteurs de rayonnement infrarouge, 
pouvant etre reproduite au sein d'une structure multimodulaire 

radiant heating panel 

unified modular construction, housing one or more infrared emitters, being reproducible 
element in multimodular structure 



ar 



en mMtiaku 

de Flachenheizstrahler, m 

es panel de calentamiento radiante 

ja WcHM1fo'<*/l' 

pi segment promiennikowy 

pt painel aquecedor radiante 

sv infrastralningspanel 
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Section 841-25 - Chauffage par electrodes 
Section 841-25 - Electrode heating 

841-25-01 

chauffage par electrodes 

chauffage electrique utilisant I'effet Joule produit par un courant electrique traversant un 
milieu liquide entre des electrodes 

electrode heating 

electric heating due to the Joule effect caused by an electric current in a liquid medium 
between electrodes 

ar (j-'Wj^"^ t-Jaiib (2)-p ' "**t 

en fefeftft 

de Elektrodenerwarmung, f 

es calentamiento por electrodos 

ja mm^m 

pi nagrzewanie elektrodowe 
pt aquecimento por electrodos 
sv varmning med elektroder 



841-25-02 

electrolyse a sel fondu 

procede de modifications chimiques provoquees par un courant electrique et d'un 
deplacement associe de substances, s'effectuant dans un sel fondu 

fused salt electrolysis 

process of chemical changes caused by an electric current, together with a associated 
substance displacement, taking place in a molten salt 

ar (ijliaJI) jfl «i\<\\\ ^L>lli ^Lj^lll JjUHt 

en mM&f&M 

de Schmelzflusselektrolyse, f 

es electrolisis de sal fundida 

ja ^mmmm 

pi elektroliza stopionych soli 
pt electrolise com sal fundido 
sv elektrolys i smalt salt 
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841-25-03 

thermo-electrolyse 

reduction thermo-electrolytique 

procede d'electrolyse a sel fondu qui conduit a la reduction des sels et a la separation de 
metaux qui ne peuvent etre separes des solutions aqueuses, avec simultanement un 
chauffage direct de I'electrolyte par les electrodes 

thermo-electro lysis 
thermo-electrolytic reduction 

process of molten salt electrolysis, that causes the salts to resolve and to separate the metals 
that cannot be separated from water solutions, with simultaneous direct electrode heating of 
electrolyte 

ar tfjlj^jjf^l J^^l 

en Afejffi ftfefKEff 

de Thermoelektrolyse, f; thermoelektrolytische Reduktion, f 

es termoelectrolisis; termoelectrolisis de reduccion 

ja mmm ■, mm^m™ 

pi termoelektroliza; redukeja termoelektrolityczna 
pt termoelectrolise; redugao termoelectrolitica 
sv termoelektrolys 



841-25-04 

affinage thermo-electrolytique 

extraction des impuretes metalliques du metal fondu par un procede de thermo-electrolyse 
d'un electrolyte a une ou plusieurs couches 

thermo-electrolytic refining 

refining the molten metal from metallic impurities at process of thermo electrolysis of a one- or 
a multi-layer electrolyte 

ar tsjlj^jjf^l j^j^I 

en ®f&mnfe 

de thermoelektrolytisches Frischen, n 
es refino termoelectrolitico 

ja mmmmm 

pi rafinacja termoelektrolityczna 
pt afinacao termoelectrolitica 
sv termoelektrolytisk raffinering 
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841-25-05 

milieu de chauffage liquide 

bain d'eau, de laitier, de sel ou de metal, qui constitue le milieu ou s'effectue la conversion de 
I'energie electrique en chaleur 

liquid heating medium 

metal, salt, slag or water bath, that constitutes the medium for the conversion of electric 
energy into heat 

en «^JP^i^-M 

de fliissiges Erwarmungsmedium, n 

es medio de calentamiento liquido 

ja T&ffcS&ffift 

pi osrodek grzejny ciekty 

pt meio liquido de aquecimento 

sv flytande varmningsmedium 



841-25-06 

sel de chauffage 

sel a I'etat fondu qui possede une forte conductivity et peut etre utilise comme bain de 
chauffage 

heating salt 

salt, that in its molten state is of a high conductivity and can be applied as the heating bath 

ar o J^ ' "" C^ 9 

en JnSsiifc 

de Heizsalz, n 

es sal de calentamiento 

ja $£&. 

pi sol grzejna 

pt sal de aquecimento 

sv salt for saltbadsugn 

841-25-07 

melange de sels de chauffage 

ensemble de sels choisis dans des proportions appropriees pour obtenir les temperatures de 
fusion et de fonctionnement, la viscosite et I'interaction determinees avec la charge chauffee 

heating salt mixture 

set of salts selected in an appropriate ratio for obtaining the determined melting temperature, 
operating temperature, viscosity and interaction with heated charge 

en MM-S-tl 

de Heizsalzmischung, f 

es mezcla de sales de calentamiento 

ja mmm^m 

pi mieszanina soli grzejnych 

pt mistura de sais de aquecimento 

sv saltblandning for saltbadsugn 
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841-25-08 
bain de metal 

bain de chauffage constitue de metal fondu 

metal bath 

heating bath, consisting of molten metal 

ar ^JJ** j»t*» 

en :&J1#J 

de Metallbad, n 

es bano de metal 

ja &Ji?S 

pi kcipiel metalowa 

pt banho de metal 

sv metallbad 

841-25-09 
bain de sel 

bain de chauffage constitue de sel ou melange de sels fondus 

salt bath 

heating bath, consisting of molten salt or of a mixture of salts 

ar Lf*!* j»U» 

en £fc?§ 

de Salzbad, n 

es bano de sales 

ja mm 

pi kcipiel solna 
pt banho de sal 
sv saltbad 



841-25-10 

charge d'elaboration du verre 

ensemble des matieres de chargement introduites dans le bassin de fusion d'un four a verre a 
electrodes 

glass making batch 

charging materials introduced to the melting end of an electrode glass furnace 

en SSES 

de Glasherstellungseinsatz, m 

es carga de elaboration de vidrio 

ja ■HJKW&'^yf 

pi zestaw szklarski 

pt carga de preparacao do vidro 

sv material for glasframstallning 



81 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



841-25-11 

laitier conducteur 

liquide electriquement conducteur qui constitue le milieu de chauffage pour la refusion de 
I'acier et I'affinage des impuretes 

conducting slag 

liquid electrically conducting slag, that makes the heating medium for remelting steel and 
refining impurities 

ar J^ja!! <\iA1l 

en ^tfeit 

de leitende Schlacke, f 

es escoria conductora 

ja -fE^^ 7 if 

pi zuzel przewodzcjcy 

pt escoria condutora 

sv ledande slagg 



841-25-12 

chauffage de I'eau par electrodes 

chauffage de I'eau dans un equipement electrothermique, dans lequel la chaleur est generee 
directement dans I'eau constituant la charge 

electrode water heating 

heating of water in an electroheat equipment, in which the heat is generated directly in water 
constituting the charge 



ar 



cn f&UfrtQ®i 

de Elektrodenwassererwarmung, f 

es calentamiento de agua por electrodos 

ja MU7kMl& 

pi nagrzewanie elektrodowe wody 

pt aquecimento da agua por electrodos 

sv vattenvarmare med elektroder 



841-25-13 

refusion sous laitier electroconducteur 

refusion d'un metal sous la couche de liquide, le laitier conducteur, qui constitue le milieu de 
conversion de I'energie electrique en chaleur et d'affinage ou de refusion du metal 

electroslag remelting 

remelting of metal under the layer of liquid, conducting slag, that consists of the medium 
converting the electric energy into heat and refining the remelting metal from impurities 

ar J^aj^»Jl <\iA11j jij ifill SjIcI 

cn fe}tlt;l§ 

de Elektroschlackeumschmelzen, n 

es refusion con electroescorias 

ja m^^y^wmm 

pi przetapianie pod zuzlem przewodza^cym; przetapianie elektrozuzlowe 
pt refusao em escoria electrocondutora 
sv elektroslaggomsmaltning 
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841-25-14 

solidification en lingot 

procede de refroidissement d'un lingot metallique dans un cristallisoir sous la couche de 
laitier conducteur 

ingot solidification 

process of metallic ingot freezing in crystallizer under the layer of conducting slag 

en Am&mm 

de Erstarrung des Gussblocks, f 

es solidificacion en lingote 

ja ^yd-yMBS 

pi krzepni^cie wlewka 

pt solidificacao em lingote 

sv gotstelning 

841-25-15 

effet anode 

emanation excessive de gaz a I'anode d'un four electrolytique, conduisant a un accroissement 
du potentiel entre I'anode et la cathode ainsi que des perturbations dans le processus de 
I'electrolyse 

anode effect 

excessive emanation of gases on the anode of an electrolytic furnace, causing the increase of 
potential between anode and cathode and also disturbances in the process of electrolysis 



ar 


(ja.u3AJI) jjJVIjJjLj 


en 


mw%t.& 


de 


Anodeneffekt, m 


es 


efecto anodo 


ja 


nffiam 


Pi 


zjawisko anodowe; efekt anodowy 


Pt 


efeito anodo 


sv 


anodeffekt 



841-25-16 

four a electrodes 

installation electrothermique equipee d'une chambre de chauffe dans laquelle une charge est 
chauffee par un chauffage a electrodes 

electrode furnace 

electroheat equipment with a chamber, in which a charge is heated due to electric current flow 
between electrodes 

ar ^Ijj^t v^l CiJ 

en feSJp 

de Elektrodenofen, m 

es homo de electrodos 

ja Hffillp 

pi piec elektrodowy 

pt forno de electrodos 

sv elektrodugn 
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841-25-17 

four a bain de sel a electrodes 

four a electrodes dans lequel la chaleur est degagee dans un bain de sel et transferee a la 
charge immergee dans le bain 

electrode salt-bath furnace 

electrode furnace, in which the heat is released in salt bath and transferred to the charge 
immersed in the bath 

ar Ajjbjfii! ijU^VI jj i/ al»l\ fUaJl £ji 

en *Sffi?§r 

de Elektrodensalzbadofen, m 

es homo de bano de sales de electrodos 

ja nuM%&tM.mjp 

pi piec elektrodowy solny; wanna solna elektrodowa (termin nie zalecany) 
pt forno de electrodos em banho de sal 
sv saltbadsugn 

841-25-18 

four a bain de sel a electrodes avec espace de chauffage isole 

four a electrodes dans lequel le courant electrique circule principalement entre les electrodes 
de travail proches I'une de I'autre dans I'espace de chauffage du four, le 
s'ecoulant librement dans I'espace de travail ou la charge est disposee 



bain chauffe 



electrode salt-bath furnace with isolated heating space 

electrode salt-bath furnace, in which the current flows mainly between working electrodes 
placed close together in the heating space of furnace, heated bath flowing into working space, 
where the charge is placed 

en mmmfeu&®w 

de Elektrodensalzbadofen mit getrenntem Heizraum, m 

es homo de bano de sales de electrodos con espacios de calentamiento aislados 

ja mm&htcumQmzh^mmtim&mF 

pi piec elektrodowy solny z wyodr^bniona^ przestrzenia^ grzejna^ 

pt forno de electrodos em banho de sal com espaco de aquecimento isolado 

sv saltbadsugn med avskild varmningsdel 



841-25-19 

four a bain de sel a electrodes avec espace de chauffage non isole 

four a electrodes dans lequel les electrodes de travail sont disposees symetriquement dans 
I'espace de travail, le courant electrique circulant a travers tout le volume du bain chauffant 

electrode salt-bath furnace with unisolated heating space 

electrode salt-bath furnace, in which working electrodes are placed symmetrically in the 
workspace of electrode furnace and current passes through the whole volume of heating bath 

en im&tinm&w&mtt 1 

de Elektrodensalzbadofen mit nichtgetrenntem Heizraum, m 

es homo de bano de sales de electrodos con espacios de calentamiento no aislados 

ja mM&hx^ti^im^mz^nmmmmp 

pi piec elektrodowy solny z niewyodr^bniona^ przestrzenia^ grzejna^ 

pt forno de electrodos em banho de sal com espaco de aquecimento nao isolado 

sv saltbadsugn med fordelad strom 
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841-25-20 

four a verre a electrodes 

four a electrodes destine a la fusion et a la clarification des materiaux de la charge dans le 
procede d'elaboration du verre 

electrode glass furnace 

electrode furnace applied to melting and clarifying charge materials in glass making process 

ar ^h^j^I uUaSVl jj £UjJI CiJ 

en f&U$L$lff> 

de Elektroden-Glasschmelzofen, m 

es homo de vidrio de electrodos 

ja nmumtfyx^mip 

pi piec elektrodowy szklarski 

pt forno de vidro de electrodos 

sv glassmaltningsugn med elektroder 

841-25-21 

chaudiere a electrodes 

chaudiere electrique utilisee pour le chauffage de I'eau par circulation d'un courant electrique 
alternatif dans I'eau entre les electrodes 

electrode boiler 

electric boiler used for heating water due to the flow of alternating electric current through 
water between electrodes 

ar ^H^J^S i-iLlaSt Ci\i (Ja.>») <i^S- 

en feftffiP 

de Elektrodenkessel, m 

es caldera de electrodos 

ja nmiaf&tf'fy — 

pi kociot elektrodowy 
pt caldeira de electrodos 
sv vattenkokare 



841-25-22 

chaudiere a douche et a electrodes 

chaudiere a electrodes dans laquelle I'eau s'evacue des buses de I'electrode en direction de 
I'electrode receptrice de telle fagon que la chaleur est generee dans I'ecoulement d'eau 

electrode shower boiler 

electrode boiler, in which water spouts of the electrode jets toward the receiving electrode so, 
that heat is generated in a water stream 

ar ^hWj£* v^' *ilj (J*>») 4j^* 

en ^m^mmff 1 

de Elektroden-Berieselungskessel, m 

es caldera de ducha y electrodos 

ja WSM^y^v—if^y — 

pi kociot elektrodowy natryskowy 

pt caldeira de chuveiro de electrodos 

sv vattenkokare av duschtyp 
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841-25-23 

generateur de vapeur a electrodes 

chaudiere a electrodes destinee a produire de la vapeur 

electrode steam generator 

electrode boiler, applied to generating steam 

ar ^nWjf* t-jQaSi jj jLaj llja 

en *«jKtt:££* 

de Elektrodendampfkessel, m 

es generador de vapor de electrodos 

ja nmumm^%%.m 

pi kociot elektrodowy parowy 

pt gerador de vapor de electrodos 

sv anggenerator med elektroder 

841-25-24 

corps de chauffe a electrodes 

equipement electrothermique ne comportant pas de chambre, dans laquelle une charge est 
chauffee par chauffage a electrodes 

electrode heater 

electroheat equipment without a chamber, in which a charge is heated by electrode heating 

ar ^hWj^ <-iUaSl jj ^jLa-ui 

en feSJq&S 

de Elektrodenerwarmungsgerat, n 

es calentador de electrodos 

ja WfcMt-?- 

pl nagrzewnica elektrodowa 

pt aquecedor de electrodos 

sv elektrodvarmare 



841-25-25 

corps de chauffe a electrodes continu 

corps de chauffe a electrodes dans lequel I'eau en circulation est chauffee 

continuous electrode water heater 

electrode heater in which water flowing through is heated 



ar 



en *S?S7XiPSi* 

de Dauerelektroden-Warmwasserbereiter, m 

es calentador de agua de electrodos continuos 

ja munmiimm.^.^ 

pi nagrzewnica elektrodowa przeptywowa wody 

pt aquecedor de electrodos continuo 

sv elektrodvarmare for kontinuerlig vattenvarmning 
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841-25-26 

accumulateur de chaleur 

cuve a eau, souvent sous pression, accouplee a une chaudiere a resistance ou a electrodes, 
destinee a stocker la chaleur dans I'eau 

heat accumulator 

water basin, often pressure vessel, mating with electrode or resistance boiler, applied to heat 
storage in water 

ar tsj'j^ f^j* 

en Wt&Wf 

de Warmespeicher, m 

es acumulador de calor 

ja U^fliftb, 

pi akumulator ciepta 

pt acumulador de calor 

sv varmeackumulator 



841-25-27 

four electrolytique 

equipement electrothermique destine a obtenir, par un procede d'electrolyse a sel fondu, des 
metaux qui ne peuvent etre separes de solutions aqueuses 

electrolytic furnace 

electroheat equipment applied to winning metals that cannot be separated from water 
solutions in the process of the molten salts electrolysis 

ar Jl^jJJil\ Llji 

en ifftf 

de Elektrolyseofen, m 

es homo electrolitico 

ja mmp 

pi termoelektrolizer 
pt forno electrolitico 
sv elektrolysugn 



841-25-28 

electrode de chauffage 

composant de I'installation de chauffage a electrodes destinee a fournir la tension electrique 
au liquide chauffe 

heating electrode 

component of electrode heating installation, applied to supplying electric voltage to heated 
liquid 

ar Lf Hij$£l\ o jA . n'11 tjJaa 

en Jn^feft 

de Heizelektrode, f 

es electrodo de calentamiento 

ja M^MU 

pi elektroda grzejna 

pt electrodo de aquecimento 

sv varmningselektrod 
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841-25-29 

electrode de refusion 

lingot de metal destine a etre refondu sous laitier conducteur, relie a une borne de la source 
d'energie electrique 

remelted electrode 

metal ingot to be remelted under conducting slag, connected to one terminal of an electric 
source 

ar jj 'fill »jU-a AjjUj-^S uUaii 

en Mifef&M 

de Umschmelzelektrode, f 

es electrodo de refusion 

ja ff?§#p*ffi 

pi elektroda przetapiana 

pt electrodo de refusao 

sv omsmaltningselektrod 



841-25-30 

electrode de travail 

electrode de chauffage reliee a la source d'energie electrique alimentant le corps de chauffe a 
electrodes dans les conditions normales de fonctionnement, rendant possible la fusion du sel 
de chauffage et maintenant la temperature du sel fondu dans un four a bain de sel 

working electrode 

heating electrode connected to a supply voltage in normal operation conditions of an 
electrode heater, making the melting of heating salt possible and maintaining the temperature 
of the molten salt in a salt bath furnace 



ar 



en Iftfc« 

de Arbeitselektrode, f 

es electrodo de trabajo 

ja iHE^roflM 

pi elektroda robocza 

pt electrodo de trabalho 

sv arbetselektrod 



841-25-31 

electrode de demarrage (d'un four a bain de sel a electrodes) 

electrode destinee a initialiser la fusion du sel de chauffage dans un four a bain de sel a 
electrodes 

starting electrode (of an electrode salt bath furnace) 

electrode applied to initiate the melting of the heating salt in an electrode salt bath furnace 



ar 



en S^jfeS (ffeSa^^W) 

de Ziindelektrode (eines Elektrodensalzbadofens), f 

es electrodo de arranque (de un homo de bano de sales de electrodos) 

ja 7.9— r-ffll* (mmMmiM.mp(D) 

pi elektroda rozgrzewcza (pieca elektrodowego solnego) 

pt electrodo de arranque (de um forno de electrodos em banho de sal) 

sv startelektrod 
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841-25-32 

contre-electrode 

electrode, souvent mise a la terre, etant a la fois un element du circuit electrique 
d'alimentation et un element de structure de I'equipement, par exemple une chaudiere a 
electrodes 

counter electrode 

electrode, mostly earthed, being an element of the main electric circuit and simultaneously a 
structural element of the equipment, e.g. electrode boiler 



ar 



en K*tfe« 

de Gegenelektrode, f 

es contraelectrodo 

ja ttfanm 

pi przeciwelektroda 

pt contra-electrodo 

sv bottenelektrod 



841-25-33 

pince d'electrode (1) 

composant metallique destine a fournir un contact correct entre I'electrode de refusion et un 
conducteur dans un equipement sous laitier electroconducteur 

electrode holder 

metallic component, providing the correct contact of remelting electrode and a current 
conductor in electroslag equipment 

en (&«*&* 

de Elektrodenzange, f 

es pinza de electrodo (1) 

ja *ffife«M$ 

pi uchwyt elektrody (1) 

pt pinca de electrodo 

sv elektrodhallare 



841-25-34 

support d'electrode 

composant de I'equipement utilise pour la refusion sous laitier electroconducteur, destine a 
lever et abaisser I'electrode de refusion 

electrode stand 

component of equipment used to remelt electroslag, applied to holding up and lowering the 
melted electrode 

ar cr^jf* V^ J^ 

en fc«3fm3S 

de Elektrodenstander, m 

es soporte de electrodo 

ja mu±x 

pi stojak elektrody 

pt suporte de electrodo 

sv elektrodarm 
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841-25-35 

barres omnibus d'un four electrolytique 

jeu de barres constituant une partie du circuit electrique a courant eleve dans un systeme de 
fours electrolytiques, connectees en serie et fournissant I'energie electrique aux electrodes 

electrolytic furnace busbars 

busbars making a part of heavy current circuit in the system of electrolytic furnaces, 
connected in series, supplying the current to the electrodes 

en ^m^ncmw 

de Sammelschienen des Elektrolyseofens, f pi 

es barras omnibus de un homo electrolitico; embarrado de un homo electrolitico 

ja mMpy'7-;<- 

pl szyny termoelektrolizera 

pt barramento de forno electrolitico 

sv samlingsskenor for elektrolysugn 



841-25-36 

compartiment de travail d'un four a verre a electrodes 

reservoir d'un four a electrodes pour la fusion du verre, utilise pour travailler le verre fondu et 
relie par un chenal au bassin de fusion du four 

working end of an electrode glass furnace 

tank of electrode furnace for melting glass, used to drawing the molten glass, connected by 
channel with the melting end of furnace 



ar 



cn fe®$LJ%'ff>Tftm 

de Arbeitswanne des Elektroden-Glasschmelzofens, f 

es zona de trabajo de un homo de vidrio de electrodos 

ja nmj)mif7x : mmF<Dmmm& 

pi czqsc wyrobowa pieca elektrodowego szklarskiego 

pt compartimento de trabalho de um forno de vidro de electrodos 

sv arbetsande hos glassmaltningsugn 



841-25-37 

bassin de fusion d'un four a verre a electrodes 

reservoir d'un four a electrodes pour la fusion du verre, utilise pour la fusion et la clarification 
des matieres premieres utilisees dans le procede d'elaboration du verre 

melting end of an electrode glass furnace 

tank of electrode furnace for melting glass, used for the melting and clarifying of the raw 
materials in the glass making process 

ar 4_uLjjis' : vU L_iLkaVI ji r-L^jll Qjil j$ >^\\ s-ijL^. 

cn fkufcrnvmitm 

de Schmelzwanne des Elektroden-Glasschmelzofens, f 
es zona de fusion de un homo de vidrio de electrodos 

ja nmumtf7xmmp<vfem%k& 

pi czqsc topliwna pieca elektrodowego szklarskiego 
pt bacia de fusao de um forno de vidro de electrodos 
sv smaltande hos glassmaltningsugn 
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841-25-38 

plaque de fond de cristallisoir 

plaque metallique constituant le fond du cristallisoir dans I'equipement de fusion sous laitier 
electroconducteur, reliee a une borne de la source d'energie electrique dans une installation 
monophasee 

crystallizer bottom plate 

metallic plate, used as the bottom part of the crystallizer in the electroslag melting equipment, 
connected to one terminal of an electric source in a single-phase installation 



ar 



en &J|#&K 

de Bodenplatte des Kristallisators, f 

es placa de fondo del cristalizador 

ja iffl*h^U-h 

pi podstawa krystalizatora 

pt placa de fundo de cristalizador 

sv bottenplatta 



841-25-39 

melange pour anode 

melange pour electrode constitue d'anthracite, de coke et de brai, utilise pour former 
I'electrode a autocuisson 

anode mix 

electrode compound, consisting of anthracite, coke and pitch, used to form a self-baking 
electrode 



ar 



cn PBSES 

de Anodenmischung, f 

es mezcla para anodo 

ja mmm&w 

pi masa anodowa 

pt mistura para anodo 

sv elektrodmassa 



841-25-40 

charge de courant de I'electrode 

quotient du courant d'electrode par I'aire de la section de I'electrode 

electrode current load 

quotient of the electrode current at the electrode cross section 

ar cr^jf^l t-Jailt jLu J*». 

cn ^®ft^^# 

de Elektrodenstrombelastung, f 

es carga de corriente del electrodo 

ja Wj&%Ufkffi 

pi obcia.zenie pra.dowe elektrody 

pt carga de corrente especifica de electrodo 

sv relativ elektrodstrom 
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841-25-41 

tension de decomposition du sel fondu 

valeur minimale de la tension entre les electrodes a laquelle le procede d'electrolyse debute 

molten salt decomposition voltage 

minimal value of voltage between electrodes, at which the process of electrolysis begins 

ar j|j in'ijil] j1a!I Jj-J-^-j •*$■»■ 

en mm&ftM&m 

de Zersetzungsspannung der Schmelzsalze, f 
es tension de descomposicion de la sal fundida 

ja mmmftMmi± 

pi napi^cie rozktadu soli stopionej 

pt tensao de decomposigao de sal fundido 

sv lagsta saltsmaltningsspanning 
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Section 841-26 - Chauffage par arc 
Section 841-26 - Arc heating 

841-26-01 

chauffage par arc 

chauffage electrique base sur I'effet thermique resultant de la circulation d'un courant 
electrique dans I'espace de decharge 

arc heating 

electric heating based on thermal effect, connected with current flow in the discharge space 

ar tr^J^I o"J^W <jji-uull 

en ftfljJP^i 

de Lichtbogenerwarmung, f 

es calentamiento por arco 

ja T-ttm 

pi nagrzewanie tukowe 

pt aquecimento por arco 

sv ljusbagsvarmning 

841-26-02 

chauffage direct par arc 

chauffage dans une decharge en arc entre les electrodes et la charge 

direct arc heating 

heating in arc discharge between electrodes and charge 



ar 



en Mm^mm 

de direkte Lichtbogenerwarmung, f 

es calentamiento directo por arco 

ja mmr-tum 

pi nagrzewanie tukiem bezposrednim 

pt aquecimento directo por arco 

sv direkt ljusbagsvarmning 



841-26-03 

chauffage indirect par arc 

chauffage dans une decharge en arc entre les electrodes 

indirect arc heating 

heating in arc discharge between electrodes 



ar 



en m&f&yLtinlk 

de indirekte Lichtbogenerwarmung, f 

es calentamiento indirecto por arco 

ja rasT-^jqaa 

pi nagrzewanie tukiem posrednim 

pt aquecimento indirecto por arco 

sv indirekt ljusbagsvarmning 
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841-26-04 

chauffage par arc submerge 

chauffage resultant d'une decharge en arc dans le laitier 

submerged arc heating 

heating due to arc discharge in the slag 

ar j>»*-« lt'Wj^ LyJ* d ^ • "" 

en SSHM 

de Erwarmung mit unterdrucktem Lichtbogen, f 

es calentamiento por arco sumergido 

ja f-rZ-^-v'KT-^nifa 

pi nagrzewanie tukiem zakrytym; nagrzewanie tukiem zanurzonym 
pt aquecimento por arco submerso 
sv ljusbagsmotstandsvarmning 

841-26-05 

four a arc 

four electrique comportant une chambre de chauffe dans laquelle la charge est chauffee 
principalement par un arc electrique 

arc furnace 

electric furnace with a chamber, in which a charge is heated mainly by electric arc 

ar tr^J^S t^J* UJ* 

en feUUP 

de Lichtbogenofen, m 

es homo de arco 

ja T-?m 

pi piec tukowy 

pt forno de arco 

sv ljusbagsugn 

841-26-06 

four a arc a courant continu 

four a arc dont I'alimentation electrique est a courant continu 

direct current arc furnace 

arc furnace supplied with direct current 

ar j Ji l u i A jUj jj (^-"jS <JJ^ 

en M$if&y&ff> 

de Gleichstrom-Lichtbogenofen, m 

es homo de arco de corriente continua 

ja UUT — ?jp 

pi piec tukowy pra.du statego 

pt forno de arco de corrente continua 

sv likstromsljusbagsugn 
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841-26-07 

four a arc a courant alternatif 

four a arc dont I'alimentation electrique est a courant alternatif 

alternating current arc furnace 

arc furnace supplied with alternating current 

ar >"U« o*jfc Oj* 

en $.ffif&$i'&> 

de Wechselstrom-Lichtbogenofen, m 

es homo de arco de corriente alterna 

ja SiSffiT — ?jp 

pi piec tukowy prqdu przemiennego 

pt forno de arco de corrente alterna 

sv vaxelstromsljusbagsugn 

841-26-08 

four a arc direct 

four a arc dans lequel Tare est maintenu entre la charge et une ou plusieurs electrodes 

direct arc furnace 

arc furnace in which the arc is maintained between the charge and one or more electrodes 

ar •">" J-£ jj Lf^ji* oj^ 

en SgfcW 

de direkter Lichtbogenofen, m 

es homo de arco directo 

ja E»7-*0* 

pi piec tukowy bezposredni; piec tukowy o tuku bezposrednim 

pt forno de arco directo 

sv direkt ljusbagsugn 

841-26-09 

four a arc indirect 

four a arc dans lequel le courant d'arc ne circule pas a travers la charge 

indirect arc furnace 

arc furnace in which the arc current does not pass through the charge 

ar >^V* J&- o*J* Oj 3 

en fSIS**^ 

de indirekter Lichtbogenofen, m 

es homo de arco indirecto 

ja mmr-fp 

pi piec tukowy posredni; piec tukowy o tuku posrednim 
pt forno de arco indirecto 
sv indirekt ljusbagsugn 
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841-26-10 
four poche 

four a arc destine au traitement secondaire de metaux liquides 

ladle (heating) furnace 

LF (abbreviation) 
LHF (abbreviation) 

arc furnace for secondary treatment of liquid metals 

ar (^jj &P ' "" ) Oj* 

en ®& (Jq£0 ff> 

de Pfannenheizofen, m; Pfannenofen, m 

es homo de cazo 

ja V-Y/V CbPfO P ; LF (RSfS) ; LHF (H§M) 

pi piec tukowy kadziowy 

pt forno de colher 

sv skankugn 

841-26-11 

four a arc a une electrode 

four a arc dans lequel un arc electrique est maintenu entre une electrode et la charge 

single electrode arc furnace 

arc furnace with an electric arc maintained between one electrode and the charge 

ar tjJalll ^jLaj Lf j^jfi (jji 

cn J£fc$fc» 

de Einelektroden-Lichtbogenofen, m 

es homo de arco de un electrodo 

ja -*WffiT-^!lp 

pi piec tukowy jednoelektrodowy 

pt forno de arco de electrodo unico 

sv enelektrods ljusbagsugn 

841-26-12 

four a arc-resistance submerge 

four dans lequel la fusion de la charge est produite par la combinaison du chauffage par arc 
et du chauffage par resistance 

submerged arc-resistance furnace 

furnace in which charge melting is carried out as a result of combined arc and resistance 
heating 

cn aHfel&p 

de Lichtbogen-Reduktionsofen, m 

es homo de arco-resistencia sumergido 

ja t^-i?K7-^fiW 

pi piec tukowo-rezystancyjny 

pt forno de arco-resistencia submerso 

sv ljusbagsmotstandsugn 
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841-26-13 

four a arc d'affinage sous vide 

four a arc direct dans lequel I'affinage est conduit dans une enceinte sous vide 

vacuum remelting arc furnace 

furnace of direct arc in which the refining is carried out in a vacuum chamber 

ar t**Jj^l j^=JI »JlcV u**jp &J& 

en &&&&&&#> 

de Vakuum-Umschmelzlichtbogenofen, m 

es homo de arco de refundicion al vacio 

ja *£ff»A*T-*JF 

pi piec tukowy rafinacyjny prozniowy 

pt forno de arco de afinacao sob vacuo 

sv ljusbagsugn for vakuumomsmaltning 

841-26-14 

installation de four a arc 

installation electrothermique comprenant un four a arc 

arc furnace installation 

electroheat installation with an arc furnace 



ar 



en feSIUPSE 

de Lichtbogenofenanlage, f 

es instalacion de homo de arco 

ja T-tmmm 

pi instalacja pieca tukowego 

pt instalagao de forno de arco 

sv ljusbagsugnsanlaggning 



841-26-15 

installation de four a arc-resistance submerge 

installation electrothermique comprenant un four a arc-resistance submerge 

submerged arc-resistance furnace installation 

electroheat installation with a submerged arc-resistance furnace 

en SaHHa**** 

de Lichtbogen-Reduktionsofenanlage, f 

es instalacion de homo de arco-resistencia sumergido 

ja f^-^KT-^jg^tf 

pi instalacja pieca tukowo-rezystancyjnego 

pt instalagao de forno de arco-resistencia submerso 

sv anlaggning med Ijusbagsmotstandsugn 
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841-26-16 

corps du four a arc 

unite principale d'un four a arc dans lequel la charge est fondue 

arc furnace body 

main unit of an arc furnace in which the charge is melted 

ar if**j£ dj£ <J^}A 

en fc3lMW# 

de Ofenkorper, m 

es cuerpo del homo de arco 

ja T — fpfcW- 

pi kadz pieca tukowego 

pt corpo do forno de arco 

sv ljusbagsugnskropp 

841-26-17 

garnissage de four a arc 

combinaison d'isolations refractaire et thermique disposee sur les parois d'un four a arc 

arc furnace lining 

combination of refractory and thermal insulation constituting the lining of an arc furnace 

ar u**jp uj* fc&j ; £j_a 4JLkj 

en fc**WW 

de Lichtbogenofenzustellung, f 

es revestimiento de homo de arco 

ja 7— VffWl'XIfa 

pi wyktadzina pieca tukowego 

pt revestimento do forno de arco 

sv ljusbagsugnsinfodring 

841-26-18 

voute de four a arc 

couvercle du corps d'un four a arc 

arc furnace roof 

upper cover of an arc furnace body 

ar (^"J^ oj 5 ' " ' " 

en f&qifrWm 

de Lichtbogenofendeckel, m 

es boveda de homo de arco 

ja T — tPfcm. 

pi sklepienie pieca tukowego 

pt abobada do forno de arco 

sv ugnsvalv 
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841-26-19 

voute a refroidissement par brouillard 

voute d'un four a arc, refroidie par un systeme de diffuseurs d'eau 

spray cooled roof 

arc furnace roof cooled by a system of water spray nozzles 

en mw-PM 

de Deckel mit Berieselungskuhlung, m 

es boveda de enfriamiento por pulverizacion 

ja ^-fu-^mpm. 

pi sklepienie (pieca tukowego) chtodzone natryskowo 
pt abobada de arrefecimento por nevoeiro 
sv spraykylt ugnsvalv 

841-26-20 

cuve de four a arc 

partie exterieure en acier du corps d'un four a arc 

arc furnace shell 

outer steel body of an arc furnace 



ar 


tf^ji* UJ* <-*^ 


en 


*3lMW5t 


de 


Lichtbogenofengefaft, n 


es 


cuba de homo de arco 


ja 


T-?m')pm 


Pi 


ptaszcz pieca tukowego 


Pt 


cuba de forno de arco 


sv 


ljusbagsugnsmantel 


841 


-26-21 


sol 


e conductrice 



fond d'un four a arc ou d'un four a arc a courant continu incluant les materiels pouvant etre 
parcourus par un courant electrique 

conductive hearth 

arc furnace or direct current arc furnace bottom including electrically conductive materials 



ar 



en WfefrlK, 

de leitfahiger Herd, m 

es crisol conductor 

ja ^*tt^* 

pi dno przewodza^ce 

pt piso condutor 

sv ledande hard 
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841-26-22 
berceau 

installation mecanique necessaire pour le basculement d'un four a arc 

cradle 

mechanical installation making the tilting of an arc furnace possible 

ar »jljA 

en M& 

de Wiege, f 

es cuna 

ja 9 V— K/U 

pi kotyska (pieca tukowego) 

pt berco 

sv tippvagga 

841-26-23 

coude d'aspiration des fumees 

installation destinee a I'extraction de la fumee d'un four a arc 

fume elbow 

installation serving to fume extraction from an arc furnace 

ar l)IaJ &j* 

en ftffl^W 

de Rauchgasstutzen, m 

es codo de aspiracion de humos 

ja Jlls^f^xyujj?- 

pi uktad wycia^gowy gazow 

pt cotovelo de extracgao dos fumos 

sv rokgasror 

841-26-24 

hotte d'evacuation des fumees 

installation mecanique destinee a Inspiration des fumees qui sont envoyees pour 
depoussierage et traitement ulterieur 

fume hood 

mechanical installation used to exhaust the gases that are directed for cleaning and further 
processing afterwards 

ar a^ J jjL" 1 

en wmw 

de Rauchgashaube, f 

es campana de evacuacion de humos 

ja m-ffxy-y 

pi kotpak wycizigowy 
pt exaustor de fumos 
sv rokhuv 
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841-26-25 
lance d'oxygene 

equipement mecanique destine a fournir de I'oxygene a I'interieur du corps d'un four a arc 

oxygen lance 

mechanical equipment to supply the inside of an arc furnace body with oxygen 

ar j? i iiS ' £-°J 

en 9J& 

de Sauerstofflanze, f 

es lanza de oxigeno 

ja MBy^x 

pi lanca tlenowa 

pt lanca de oxigenio 

sv syrgaslans 

841-26-26 
manipulateur de lance 

dispositif destine a positionner la lance fournissant I'oxygene au bain de metal 

lance manipulator 

structure for positioning the lance supplying oxygen to metal bath 

ar ^>j J*A« 

en Ht&S» 

de Lanzenmanipulator, m 

es manipulador de lanza 

ja 7^^'? = f3l / -? 

pi manipulator lancy 

pt manipulador de lanca 

sv stalldon for syrgaslans 

841-26-27 

bruleur oxy-combustible 
bruleur oxy-fuel 

bruleur situe sur les parois du corps d'un four a arc, utilisant un melange de combustible et 
d'oxygene pour accelerer la fusion de la charge 

oxy-fuel burner 

burner placed in the sidewall of an arc furnace body, using mixture of fuel and oxygen, to 
speed up of the charge melting 

ar O j? 1 "^ JjSj &&> 

en m.mm&y$ 

de Sauerstoff-Brennstoffbrenner, m 
es quemador de oxigeno-combustible 

ja m#-mt*-i- 

pi palnik tlenowo-paliwowy 
pt queimador oxi-combustivel 
sv olje-syrgasbrannare 
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841-26-28 
prechauffeur 

installation destinee au chauffage preliminaire de la charge 

preheater 

installation serving for preliminary heating of the charge 



ar pJ*±« o L 

en mm% 

de Vorwarmeeinrichtung, f 

es precalentador 

ja fmmw. 

pi kotpak podgrzewczy 

pt pre-aquecedor 

sv forvarmare 



841-26-29 

systeme de levage et de pivotement de la voute 



installation destinee a lever et deplacer sur le cote la voute afin de permettre le chargement 
du panier 

roof lifting and swinging system 

system which enables to lift and swing the roof sideways to charge the basket 

ar ' » » "ti £^jlj £* j f»UaJ 

en frm$k3\M3$%m 

de Hebe- und Schwenksystem des Deckels, n 

es sistema de elevacion y pivotamiento de la boveda 

ja (Pi#lft@^^fA 

pi system unoszenia i obracania sklepienia 

pt sistema de elevacao e de rotagao da aboboda 

sv svangvalvssystem 

841-26-30 

trou de coulee lateral 

orifice dans une paroi du corps d'un four a arc a travers lequel s'ecoule le metal fondu 

side tapping hole 

hole in a side wall of an arc furnace body through which a molten metal is tapped 

ar A-jjjL^ Ajujij <Lau£ 

en fijtimq 

de Seitenabstichloch, n 

es agujero de colada lateral 

ja ilpfliJffliPin 

pi otwor spustowy boczny 

pt furo de vazamento lateral 

sv sidotappningshal 
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841-26-31 

trou de coulee de fond 

trou de coulee, centre ou excentre, situe au fond d'un four a arc 

bottom tapping hole 

tapping hole located, centrically or eccentrically, in the bottom of an arc furnace 

en mmna 

de Bodenabstichloch, n 

es agujero de colada de fondo 

ja prntama 

pi otwor spustowy denny 

pt furo de vazamento de fundo 

sv bottentappningshal 

841-26-32 

panneau de parois refroidi a I'eau 

structure isolee en forme de panneau, refroidie a I'eau utilisee pour refroidir des elements 
d'un four a arc 

water cooled panel 

water cooled isolated framed structure of an arc furnace ladle, used for cooling elements of 
an arc furnace 

ar {it^- a J ^J^ ^J-0 *^-»^W ^j^- 4 ^J^ 

en xK)4-ft 

de wassergekiihltes Joch, n 

es panel de paredes enfriadas por agua 

ja iMb/<*A> 

pi panel wodny sciany 

pt painel arrefecido a agua 

sv vattenkyld skank 

841-26-33 

voute refroidie a I'eau 

voute de four a arc refroidie par un ecoulement d'eau force 

water cooled roof 

arc furnace roof cooled by forced flow of water 

ar f LaJlj JjJ-a ' * * "■ 

en Ht&frM 

de wassergekuhlter Deckel, m 

es boveda enfriada por agua 

ja 7ki$]pM 

pi sklepienie chtodzone przeptywowo 

pt abobada arrefecida a agua 

sv vattenkylt ugnstak 
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841-26-34 

porte de decrassage 

porte obturant le trou dans un four poche, a travers lequel les fondants d'alliage sont ajoutes 
au bain et au niveau duquel le laitier affleure 

slagging door 

door closing the hole in the furnace ladle through which alloy additions are added to the bath 
and where slag is passing 



ar <\iAlt 4J!j! vW 

en tu&n 

de Schlackentiir, f 

es puerta escorificadora 

ja JHs£V> (m M 

pi drzwi zuzlowe pieca tukowego 

pt porta de desencrustamento 

sv slagglucka 



841-26-35 
baie de coulee 



installation destinee au dechargement du metal fondu a travers le trou dans la paroi d'un four 
a arc 

tapping bay 

installation for tapping the molten metal through the hole in the side wall of an arc furnace 

ar AjujIjJ! 4alk 

en fiBttflSs ttifflflS 
de Abstichschacht, m 
es area de colada 

ja mm^ 

pi lej spustowy 
pt baia de colha 
sv tapphal 

841-26-36 
bee de coulee 

bee garni de refractaire situe sur le trou de coulee d'un four a arc 

tapping spout 

refractory lined channel built on an arc furnace tapping hole 

ar jj "-i^ ?j&* jj^ 3 

en mnm 

de GieRschnauze, f 
es pico de colada 

ja mmm 

pi rynna spustowa (2) 
pt bica de colha 
sv tappsnyt 
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841-26-37 

systeme de basculement 

mecanisme de basculement d'un four a arc qui permet la coulee et le decrassage 

tilting system 

mechanism of tilting an arc furnace for pouring or slagging 

ar ilt.Vl <»UaJ 

en 0(3]$& 

de Lichtbogenofen-Kippsystem, n 

es sistema de basculamiento 

ja ffiftjv'xxA 

pi mechanizm przechylania pieca tukowego 
pt sistema de basculamento 
sv tippsystem 

841-26-38 

electrode de four a arc 

element de ligne a courant eleve insere a travers le trou d'electrode dans le corps du four, 
permettant I'amorgage et le maintien de Tare entre la pointe d'electrode et la charge, ou la 
pointe d'une autre electrode 

arc furnace electrode 

element of high-current line inserted through the electrode port inside the furnace body, 
enabling the ignition and maintenance of an arc between the electrode tip and the charge, or 
the tip of another electrode 

ar if**ji* oj* ±>k* 

en feWrtPifeft 

de Lichtbogenofenelektrode, f 

es electrodo de homo de arco 

ja r-^^mwm 

pi elektroda pieca tukowego 
pt electrodo de forno de arco 
sv elektrod i ljusbagsugn 

841-26-39 

pince d'electrode (2) 

equipement metallique refroidi par de I'eau destine a tenir une electrode et a fournir le 
courant d'arc a une electrode 

electrode clamp 

metallic, water cooled equipment for holding an electrode and supplying the arc current to the 
electrode 

ar (<»l-*.l!l ;;'■**) ^bj^t i-JaiJt duuLa 

en fe«5£^ 

de Elektrodenfassung, f 

es pinza de electrodo (2) 

ja nmfcnmu 

pi uchwyt elektrody (2) 
pt pinca de electrodo 
sv elektrodhallare 
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841-26-40 

bras d'electrode 

structure de support en forme de poutre, reliee au mat de potence a une extremite, et I'autre 
extremite portant la pince d'electrode 

electrode arm 

supporting structure in the form of a beam, connected to the mast at one end, and the 
opposite end carrying the electrode clamp 

ar j^ <>=>• lt" 1 ^ ^ £'JJ i'V^I W-^ fcL)J" ^Jt^^ ^=^1 £ljj 

en fe«ft 

de Elektrodenarm, m 

es brazo de electrodo 

ja mm^m 

pi rami? elektrody; wysi$gnik elektrody 
pt brago de electrodo 
sv elektrodarm 



841-26-41 

mat de potence d'electrode 

installation mecanique qui supporte le bras d'electrode 

electrode mast 

mechanical installation which supports the electrode arm 

ar cr'Wjf* V^ iSJ ] -^ 

en feftjAtt 

de Elektrodenmast, m 

es mastil de electrodo 

ja fitt-v'X r- 

pi maszt elektrody 

pt mastro de electrodo 

sv elektrodpelare 

841-26-42 

electrode enrobee 

electrode dont la surface laterale est recouverte par gainage afin de reduire I'usure laterale 
de I'electrode 

coated electrode 

electrode whose side surface is covered by cladding to reduce the electrode side wear 

ar u^- 1* ±>k* 

en mmfcu 

de ummantelte Elektrode, f 

es electrodo revestido 

ja W&.W& 

pi elektroda otulona; elektroda pokrywana 

pt electrodo revestido 

sv belagd elektrod 
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841-26-43 

electrode continue 

electrode dont la longueur est rallongee au fur et a mesure qu'elle s'use par adjonction de 
segments d'electrode successifs 

continuous electrode 

electrode whose length is prolonged as it wears out by adjoining successive electrode 
segments 

ar J^a>« <-^& 

en &»*« 

de Dauerelektrode, f 

es electrodo continuo 

ja mmwm 

pi elektroda przedtuzalna 
pt electrodo continuo 
sv skarvbar elektrod 



841-26-44 

mecanisme de conduite d'electrode 

systeme de deplacement des electrodes d'un four a arc, permettant leur manoeuvre 

electrode drive 

system of displacement of the electrodes of an arc furnace, enabling its operation 

ar tjJaiSI <LSja 4Ji 

cn feS^fllW 

de Elektrodenantrieb, m 

es mecanismo de mando de electrodo 

ja mmmmmm 

pi mechanizm nap^dowy elektrody 

pt mecanismo de deslocacao de electrodo 

sv stalldon for elektroder 

841-26-45 

temps de retard de conduite d'electrode 

temps au dela duquel le mecanisme de mouvement de I'electrode provoque un deplacement 
de I'electrode en reponse a un echelon de signal d'entree provenant du systeme de 
commande d'electrode 

delay time of electrode drive 

time after which the electrode drive causes the electrode displacement in response to a step 
input signal from the electrode control system 



ar 



cn &mm*i)m3H® 

de Verzogerungszeit des Elektrodenantriebs, f 

es tiempo de retardo de mando de electrodo 

ja nmmwKoMtitifffl 

pi czas opoznienia odpowiedzi nap$du elektrody 

pt tempo de atraso na deslocacao de electrodo 

sv fordrojningstid hos stalldon 
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841-26-46 

regulateur d'electrode 
commande d'electrode 

dispositif concu pour imposer la position de la pointe d'une electrode afin de modifier la 
longueur de I'arc et la puissance 

electrode regulator 
electrode controller 

device controlling the position of an electrode tip to change the arc length and power 



ar 



en feMl?S 

de Elektrodenregler, m; Elektrodenregelung, f 

es regulador de electrodo; controlador de electrodo 

ja nmmmmu ■, mmmmmm 

pi regulator elektrody 

pt regulador de electrodo 

sv elektrodregulator 



841-26-47 

raccord d'electrode 

piece composee de graphite, en formes de cylindre ou de cones tronques ayant une base 
commune, filetee des deux cotes, permettant d'assembler bout a bout deux elements 
d'electrode de meme diametre d'un four a arc 

electrode nipple 

part made of graphite, in the shape of a cylinder or truncated cones with a common base, 
threaded on both sides, joining two sections of an arc furnace electrode of the same diameter 



ar 


i .WaU 1 -t^ 


en 


*«* 


de 


Elektrodennippel, m 


es 


conector de electrodo 


ja 


WA-yfjv 


Pi 


zta.czka elektrodowa 


Pt 


ligador de electrodo 


sv 


skarvstycke 



841-26-48 

electrode a autocuisson (2) 

electrode continue, constitute d'une enveloppe metallique allongee remplie avec des pates a 
electrodes frittees quand elle est placee dans un four a arc et au fur et a mesure de son usure 

self-baking electrode 

continuous electrode, made of an extended metallic jacket filled with electrode pastes 
sintered when shifted inside an arc furnace while wearing out 



ar 



en g^^S 

de selbstbackende Elektrode, f 

es electrodo de autococcion 

ja iJiJ^lM 

pi elektroda samospiekaja.ca 

pt electrodo de autocozedura 

sv sjalvbakande elektrod 
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841-26-49 

electrode de demarrage (d'un four a arc) 

electrode auxiliaire destinee a declencher une decharge en arc 

starting electrode (of an arc furnace) 

auxiliary electrode serving to initiate an arc discharge 

ar df^ji^ CiJ^) Jj*-»ilSI f jj (_Jai 

en fe$)f&m (tfeWW) 

de Zundelektrode (eines Lichtbogenofens), f 

es electrodo de arranque (de un homo de arco) 

ja ifemwm (t~?p<d) 

pi elektroda zaptonowa (pieca tukowego); elektroda rozruchowa (pieca tukowego) 
pt electrodo de arranque (de um forno de arco) 
sv startelektrod 

841-26-50 

electrode refroidie a I'eau 

electrode a I'interieur de laquelle circule une eau de refroidissement 

water-cooled electrode 

electrode inside which flows cooling water 

cn *;tfe« 

de wassergekiihlte Elektrode, f 

es electrodo enfriado por agua 

ja *&«* 

pi elektroda chtodzona woda^ 

pt electrodo arrefecido a agua 

sv vattenkyld elektrod 

841-26-51 

vitesse de deplacement de I'electrode 

vitesse maximale determinee separement pour la montee et la descente d'une electrode 

electrode speed 

maximum speed determined separately for the lifting and the lowering of an electrode 

ar ^bj^ii! tjJaSil A*j— 

cn (&« {J\m 3L&. 

de Elektrodengeschwindigkeit, f 

es velocidad de electrodo 

ja nmg-mmm 

pi pr^dkosc przesuwu elektrody 

pt velocidade de deslocacao do electrodo 

sv elektrodhastighet 
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841-26-52 

ligne electrique d'une installation de four a arc 

ensemble des elements de puissance electrique necessaires a I'alimentation de Tare 
electrique 

arc furnace installation electric line 

set of electric power elements, enabling the supply of an electric arc 

ar u**jfr Oj* ^J H">"\ lt^j^' ^Jl 

en fcWPS§ffifcSI!& 

de elektrische Zuleitung einer Lichtbogenofenanlage, f 

es linea electrica de una instalacion de homo de arco 

ja T-tpmm&n®® 

pi tor elektryczny instalacji pieca tukowego 

pt linha electrica de uma instalacao de forno de arco 

sv matningssystem (for ljusbagsugnsanlaggning) 



841-26-53 

systeme de commande de Tare 

systeme qui maintient par modification de la longueur de I'arc les quantites determinees 
caracterisant les conditions de fonctionnement de installation de four a arc et qui initialise la 
decharge de I'arc 

arc control system 

system that is maintaining determined quantities characterising operating conditions of an arc 
furnace installation by changing the length of arc and that initiates the arc discharge 



ar 



en <&%nu%%i 

de Lichtbogensteuerungseinrichtung, f 

es sistema de control del arco 

ja T-^ffflfP^xA 

pi uktad regulacji tuku 

pt sistema de controlo do arco 

sv reglersystem for ljusbage 



841-26-54 

ligne a courant eleve de I'installation d'un four a arc 

partie basse tension de la ligne electrique de I'installation d'un four a arc 

arc furnace installation high-current line 

low-voltage part of an electric line of an arc furnace installation 



ar 



en &%Ltt>$i9.J:&mm® 

de Hochstromleitung der Lichtbogenofenanlage, f 

es linea de corriente elevada de la instalacion de homo de arco 

ja T-fpmmxnm®® 

pi tor wielkoprqdowy instalacji pieca tukowego 

pt linha de corrente elevada da instalacao de um forno de arco 

sv starkstromskrets 
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841-26-55 

transform ate ur de four a arc 

transformateur alimentant un four a arc 

arc furnace transformer 

transformer supplying an arc furnace 

ar if**jfr dj* <Jj^> 

en fcWP$ii3§ 

de Lichtbogenofentransformator, m 

es transformador de homo de arco 

ja r-tfrfrmm&Wr 

pi transformator pieca tukowego 
pt transformador de forno de arco 
sv transformator for ljusbagsugn 

841-26-56 

transformateur survolteur 

transformateur additionnel incorpore dans la cuve du transformateur principal du four, qui 
permet au moyen d'un combinateur d'obtenir une tension d'alimentation du four egale a la 
somme des tensions secondaires des transformateurs 

booster transformer 

additional transformer integrated in one tank with the main transformer of an arc furnace 
which enables by means of a tap-changer controlling of a furnace supply voltage that is the 
sum of the secondary voltages of both transformers 



ar 



en ijfj!$il3& 

de Hilfstransformator, m 

es transformador adicionador 

ja #£E££ES 

pi transformator dodawczy 

pt transformador sobretensor 

sv booster-transformator 



841-26-57 

interrupteur d'urgence de four a arc 

interrupteur de I'installation de four a arc destinee a etre utilise en cas d'urgence ou de 
danger pour le personnel 

arc furnace emergency switch 

switch of an arc furnace installation used in case of emergency or personnel hazard 

ar (j—jill cuill -jj\ jfial\ ^Liia 

en featjpKiiJf^ 

de Notschalter des Lichtbogenofens, m 

es interruptor de emergencia de homo de arco 

ja r-^p^nmmm^ 

pi wytcjeznik awaryjny pieca tukowego 

pt interruptor de emergencia de forno de arco 

sv nodutlosare 



111 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



841-26-58 



interrupteur de manoeuvre d'un four a arc 
interrupteur de fonctionnement d'un four a arc 

interrupteur destine a etre utilise pendant le fonctionnement normal de installation d'un four a arc 

arc furnace manoeuvring switch 
arc furnace operational switch 

switch used during normal operation of the arc furnace installation 



ar 



y^jUi OJ^l Sjjlla ^Uia 

en &Mtf>mfcJ?£ 

de Betriebsschalter des Lichtbogenofens, m 

es interruptor de maniobra de un homo de arco; interruptor de funcionamiento 

de un homo de arco 

ja T-^&fl^f" yf- ; T-^Sfc*^ yf 

pi wytcjcznik manewrowy pieca tukowego 

pt interruptor de manobra de um forno de arco 

sv ugnsbrytare 

841-26-59 

cable souple (d'un four a arc) 

cable refroidi par eau ou a refroidissement naturel parcouru par le courant d'arc et reliant le 
transformateur d'un four a arc au bras d'electrode 

flexible cable (of an arc furnace) 

air or water cooled cable conducting arc current, connecting an arc furnace transformer and 
electrode arm 

ar (y«jiM uj^) u>« di^ 

en fttt*S& (%WM) 

de bewegliche Zuleitung (eines Lichtbogenofens), f 

es cable flexible (de un homo de arco) 

ja Wt5 (SI) *— -ffr (T-?fp(D) 

pi kabel gi$tki (pieca tukowego) 

pt cabo flexivel (de um forno de arco) 

sv elektrodtilledare 



841-26-60 

brasseur a induction 

equipement electromagnetique situe sous le fond d'un four a arc ou sur ses flancs, destine au 
brassage du metal liquide dans le four 

induction stirrer 
arc furnace stirrer 

electromagnetic equipment located under the arc furnace bottom or on a sidewall, which 
serves to stir the liquid metal in the furnace 



ar 



^jl £jil 4j1». 4j^£ . Ajia. *jyl 

en mmmw^;\^mwi 

de Induktionsriihrspule, f; Lichtbogenofen-Ruhrspule, f 

es agitador de induccion 

ja wwmwmu ■, r-^^mwmm 

pi mieszalnik indukcyjny (pieca tukowego) 

pt agitador de inducao 

sv induktiv omrorare 
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841-26-61 
courant d'arc 

courant circulant dans un arc electrique 

arc current 

current flowing in an electric arc 

ar tr^J^I o*J^' J^H 

en ^flft^ 

de Lichtbogenstrom, m 

es corriente de arco 

ja T — ?MWi 

pi prqd tuku 

pt corrente de arco 

sv ljusbagsstrom 

841-26-62 
puissance d'arc 

puissance active d'un arc electrique 

arc power 

active power of an electric arc 



ar 


<ybj$£ll q^j 


iSJl SjjI 


en 


fcsmijj* 




de 


Lichtbogenl 


eistung, f 


es 


potencia de 


arco 


ja 


T-t-mti 




Pi 


moc tuku 




Pt 


potencia de 


arco 


sv 


ljusbagseffekt 


841 


-26-63 




tension d'arc 





difference de potentiel existant entre une pointe d'electrode et la charge ou entre les pointes 
d'electrodes, dans des conditions de chauffage indirect par arc 

arc voltage 

potential difference between electrode tip and charge or between electrode tips, in conditions 
of indirect arc heating 



ar 



en (&91feffi 

de Lichtbogenspannung, f 

es tension de arco 

ja T~^mi± 

pi napi$cie tuku 

pt tensao de arco 

sv ljusbagsspanning 
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841-26-64 

tension d'alimentation d'un four 

tension de sortie d'un transformateur de four a arc 

furnace supply voltage 

output voltage of an arc furnace transformer 

ar OjW Jlx«l j$a 

en **^ffi*feffi 

de Ofenversorgungsspannung, f 

es tension de alimentacion de un homo 

ja tF^<D&M&,B. 

pi napi$cie zasilania pieca 

pt tensao de alimentacao de um forno 

sv ugnsmatningspanning 

841-26-65 

puissance assignee d'un transformateur de four a arc 

puissance maximale admissible en regime continu par un transformateur de four a arc 

rating power of an arc furnace transformer 

greatest admissible power of a continuous load of an arc furnace transformer 

ar u**jp uj* Jj^ l Y"t«\ \ sjASI 

en *3t* ! '$ffi*«i£s&* 

de Bemessungsleistung eines Lichtbogenofentransformators, f 
es potencia asignada de un transformador de homo de arco 

ja r~^mmmmsm<DMmmti 

pi moc znamionowa transformatora pieca tukowego 

pt potencia estipulada de um transformador de forno de arco 

sv markeffekt for ugnstransformator 

841-26-66 

resistance de la ligne a courant eleve d'un four a arc 

somme des resistances des composants de la ligne a courant eleve d'un four a arc, relatives 
a un niveau de tension 

resistance of high current line of an arc furnace 

sum of resistances of components of a high-current line of an arc furnace, related to one 
voltage level 



ar 



^-uij£ ijjil <j-!l-*-!l J^H-^ ■k^' 4-ajLS-» 

en feftp^feftttJftfell 

de Widerstand der Hochstromleitung einer Lichtbogenofeneinrichtung, m 

es resistencia de la linea de corriente elevada de un homo de arco 

ja T~^p<D±mMm^nm,in, 

pi rezystancja toru wielkopra^dowego pieca tukowego 

pt resistencia da linha de corrente elevada de um forno de arco 

sv starkstromskretsens resistans 
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841-26-67 

reactance de la ligne a courant eleve d'un four a arc 

somme des reactances des composants de la ligne a courant eleve d'un four a arc, relatives a 
un meme niveau de tension 

reactance of an arc furnace high-current line 

sum of the reactances of the high-current line components of an arc furnace, related to one 
voltage level 



ar 



en feaUPifctfeaES&i&fett 

de Blindwiderstand der Hochstromleitung eines Lichtbogenofens, m 

es reactancia de la linea de corriente elevada de un homo de arco 

ja T — ?pOl:9,Wi&\&<0})T?*>x 

pi reaktancja toru wielkoprqdowego pieca tukowego 

pt reactancia da linha de corrente elevada de um forno de arco 

sv starkstromskretsens reaktans 

841-26-68 

resistance de la ligne electrique de I'installation d'un four a arc 

somme des resistances de tous les composants de la ligne electrique d'une installation de 
four a arc, relatives a un meme niveau de tension 

resistance of the arc furnace installation electric line 

sum of resistances of all components of the arc furnace installation electric line, related to 
one voltage level 

ar Lf**jfi <JJ^ ^U j i ?*^ lt^J^-* ■*"■ 3-*jli* 

en fcWSSffifcSsi&fcffl. 

de Widerstand der elektrischen Zuleitung einer Lichtbogenofenanlage, m 

es resistencia de la linea electrica de la instalacion de un homo de arco 

ja T-?&wtm<Dn%m%k<nm)i 

pi rezystancja toru elektrycznego instalacji pieca tukowego 

pt resistencia da linha electrica de uma instalacao de forno de arco 

sv matningssystemets resistans 

841-26-69 

reactance de la ligne electrique d'une installation de four a arc 

somme des reactances de tous les composants de la ligne electrique d'une installation de 
four a arc, relatives a un meme niveau de tension 

reactance of the arc furnace installation electric line 

sum of reactances of all components of an arc furnace installation electric line, related to one 
voltage level 



ar 



en *lt^S*ffi*^ii&*tn; 

de Blindwiderstand der elektrischen Zuleitung einer Lichtbogenofenanlage, m 

es reactancia de la linea electrica de la instalacion de un homo de arco 

ja T-?pmm<Dnn®$<DVT??i<'7. 

pi reaktancja toru elektrycznego instalacji pieca tukowego 

pt reactancia da linha electrica de uma instalacao de forno de arco 

sv matningssystemets reaktans 
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841-26-70 

court-circuit de fonctionnement 

court-circuit fortuit entre I'electrode et la charge durant le procede technologique 

operating short-circuit 

unintentional short circuit of an electrode and charge during a technological process 

en gfrffiS® 

de Betriebskurzschluss, m 

es cortocircuito de funcionamiento 

ja «i(ER#Si& 

pi zwarcie eksploatacyjne 

pt curtocircuito de funcionamento 

sv kortslutning under drift 

841-26-71 

court-circuit d'essai 

court-circuit de courte duree de une, deux ou trois electrodes avec la charge fondue dans des 
conditions de chauffage direct par arc, ou de deux electrodes dans des conditions de 
chauffage indirect par arc, afin de determiner les parametres de la ligne electrique de 
I'installation de four a arc 

testing short-circuit 

short duration short-circuit of one, two or three electrodes with melted charge (in conditions of 
direct arc heating) or two electrodes (in conditions of indirect arc heating) to determine 
chosen parameters of an arc furnace installation electric line 



ar 



en i5$i&®S& 

de Prufkurzschluss, m 

es cortocircuito de ensayo 

ja mm&fM& 

pi zwarcie probiercze 

pt curtocircuito de ensaio 

sv kortslutning vid provning 



841-26-72 

impedance de court-circuit d'une installation de four a arc 

impedance dans des conditions d'essai en court-circuit d'une installation de four a arc 

short-circuit impedance of an arc furnace installation 

impedance in conditions of testing short-circuit of an arc furnace installation 

en f&wpmwmmm 

de Kurzschlussimpedanz einer Lichtbogenofenanlage, f 

es impedancia de cortocircuito de una instalacion de homo de arco 

ja T-?pw>m<Dmm'{ >¥-¥>?. 

pi impedancja zwarciowa instalacji pieca tukowego 

pt impedancia de curtocircuito de uma instalacao de forno de arco 

sv kortslutningsimpedans vid provning 
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841-26-73 

equilibrage de courant 

operation qui consiste a choisir des longueurs d'arc dans une installation de four a arc 
triphase telles que les valeurs efficaces des courants d'arcs soient egales pour les trois 
phases 

current balancing 

choosing arc's lengths in a three phase arc furnace installation to establish equal arc current 
rms values for all phases 

ar jLjj-JI l)Ij2I 

en feif 5 ?* 

de Stromausgleich, m 

es equilibrio de corriente 

ja nMW-ffifc 

pi symetryzacja prqdow 

pt equilibragem de corrente 

sv strombalansering 



841-26-74 

desequilibre d'une installation de four a arc 

asymetrie consecutive a I'inegalite qui caracterise les valeurs des grandeurs caracteristiques 
des phases de I'equipement produisant Tare 

arc furnace installation unbalance 

asymmetry due to inequality that characterizes the values of arc equipment phase quantities 

ar if**ji* djfi ^Uif* 2 lj'J 3 ' j» Jfr 

en feMtfPSS^T* 

de Unsymmetrie einer Lichtbogenofenanlage, f 

es desequilibrio de una instalacion de homo de arco 

ja T-tfpWtmTfW-ffi 

pi asymetria instalacji pieca tukowego 

pt desequilibrio de uma instalacao de forno de arco 

sv osymmetri 

841-26-75 

desequilibre operationnel d'une installation de four a arc 

asymetrie consecutive a des impedances de phase differentes pour des raisons fonctionnelles 
dans I'installation de four a arc 

arc furnace installation operating unbalance 

asymmetry due to different phase impedances of an arc furnace installation, due to 
operational reasons 

ar if^jfi 0j3 ^IJ^?j Jj*-^" 0' >' (*■**■ 

en &Wg§gfiP*¥tj 

de Betriebsunsymmetrie einer Lichtbogenofenanlage, f 

es desequilibrio operacional de una instalacion de homo de arco 

ja T-?pmffimm&)^¥m 

pi asymetria eksploatacyjna instalacji pieca tukowego 

pt desequilibrio operacional de uma instalacao de forno de arco 

sv osymmetri i drift 
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841-26-76 

desequilibre structurel d'une installation de four a arc 

asymetrie consecutive a des impedances de phase differentes pour des raisons structurelles 
dans une installation de four a arc 

arc furnace installation structural unbalance 

asymmetry due to different phase impedances of an arc furnace installation, due to structural 
reasons 

ar if^jfi oj^ ^l j^4^ tr^J* l)I J 2 ' (*•**■ 

en fc»pgS*Sft*¥«T 

de konstruktive Unsymmetrie einer Lichtbogenofenanlage, f 

es desequilibrio estructural de una instalacion de homo de arco 

ja T-?pwtmmm&)^¥m 

pi asymetria konstrukcyjna instalacji pieca tukowego 

pt desequilibrio estrutural de uma instalacao de forno de arco 

sv fasosymmetri 



841-26-77 

coefficient de desequilibre 

index numerique representant le niveau du desequilibre d'une installation de four a arc 

unbalance coefficient 

numerical index determining the unbalance degree of an arc furnace installation 

ar ljIjjVI ?&■ J-aU^ 

en ^ffij&m 

de Unsymmetriekoeffizient, m 
es coeficiente de desequilibrio 

ja ^w-m^m 

pi wspotczynnik asymetrii 

pt coeficiente de desequilibrio 

sv osymmetrifaktor 

841-26-78 

phase sauvage 

phase du circuit dans laquelle la puissance de I'arc s'accrott par suite d'un desequilibre dans 
un circuit triphase de four a arc 

wild phase 
leading phase 

circuit phase, in which the arc power increases as a result of unbalance in a three phase arc 
furnace circuit 

ar fJ^la jjL - ^>Ia jjL 

en 35ffi ; Sfrffl 

de scharfe Phase, f; voreilende Phase, f 

es fase salvaje; fase avanzada 

ja mm& ; m^m 

pi faza dzika; faza zywa 
pt fase selvagem 
sv vild fas 
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841-26-79 

phase morte 

phase du circuit dans laquelle la puissance de I'arc diminue par suite d'un desequilibre dans 
un circuit triphase de four a arc 

dead phase 
lagging phase 

circuit phase, in which arc power decreases as a result of a three phase arc furnace circuit 
unbalance 

ar j^Li« jjk - J-«U jjla 

en fiffi; tflJgffl 

de tote Phase, f; nacheilende Phase, f 

es fase muerta 

ja ihJhffi ; mtlft 

pi faza martwa 

pt fase morta 

sv dod fas 



841-26-80 

deviation d'arc 

deplacement d'un arc dans un four a arc a courant continu, du au champ magnetique 
engendre par le circuit d'alimentation a courant continu 

arc deviation 

arc movement in a direct current arc furnace, caused by the magnetic field of the direct 
current supply circuit 

ar o"J^' uiljAJ! 

en fe3li4i# 

de Lichtbogenablenkung, f 

es desviacion de arco 

ja T — ?Mfa 

pi dewiacja tuku 

pt desvio de arco 

sv avbojning av ljusbage 

841-26-81 

consommation specifique d'electrode 

rapport de la masse d'electrode consommee a la masse de metal liquide produit 

specific electrode consumption 

electrode mass consumption related to the output mass of liquid steel 

ar ^riiU (j^jJl) l £sl$lu.V1 

en J£®fcMft 

de spezifischer Elektrodenverbrauch, m 

es consumo especifico de electrodo 

ja *ffiJ5Wi 

pi zuzycie jednostkowe elektrody 

pt consumo especifico de electrodo 

sv relativ elektrodforbrukning 
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841-26-82 

puissance specifique d'une installation de four a arc 

quotient de la puissance apparente du transformateur d'un four a arc par la capacite de 
charge assignee du four a arc 

specific power of an arc furnace installation 

ratio of the furnace transformer's apparent power to the rated charge capacity of an arc 
furnace 



ar 



en fcWSStfciij* 

de spezifische Leistung einer Lichtbogenofenanlage, f 

es potencia especifica de una instalacion de homo de arco 

ja T-?&wtm<Dttmt) 

pi moc jednostkowa instalacji pieca tukowego 

pt potencia especifica de uma instalacao de forno de arco 

sv relativ effekt for ljusbagsugn 



841-26-83 

flicker 
papillotement 

impression d'instabilite de la sensation visuelle due a un stimulus lumineux dont la luminance 
ou la repartition spectrale fluctuent dans le temps resultant principalement d'un pic de 
surcharge du reseau de distribution 

[845-02-49 MOD] 

flicker 

impression of unsteadiness of the visual sensation induced by a light stimulus whose 
luminance or spectral distribution fluctuates with time mainly due to a load surge of the grid 

[845-02-49 MOD] 



ar 


<jil*jj1 


en 


P3« 


de 


Flimmern, n 


es 


flicker 


ja 


7!) y% 


Pi 


migotanie napi$cia 


Pt 


tremulacao 


sv 


flimmer 
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Section 841-27 - Chauffage par induction 
Section 841-27 - Induction heating 

841-27-01 

courants de Foucault 

courants electriques induits dans une entite conductrice soumise a un champ magnetique 
alternatif 

eddy currents 

electric currents induced in a conductive entity submitted to an alternating magnetic field 

ar Aj^aljjJ! (iljUHI 

en ^jf 

de Wirbelstrome, m pi 

es corrientes de Foucault 

ja MM 

pi pra^dy wirowe 

pt correntes de Foucault 

sv virvelstrommar 



841-27-02 

effet de peau 
effet pelliculaire 

phenomene selon lequel la densite de courant d'un courant electrique alternatif est plus 
grande pres de la couche de surface qu'a I'interieur du conducteur 

[121-13-18 MOD] 

skin effect 

phenomenon of the density of an alternating electric current being greater in the surface layer 
than in the interior of the conductor 

[121-13-18 MOD] 

ar jj^huilt SjAliaJ! 

cn M&i^l.M 

de Skineffekt, m 

es efecto pelicular 

ja %%.%}%: 

pi zjawisko naskorkowosci 

pt efeito pelicular 

sv stromfortrangning 
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841-27-03 

effet de proximite 

repartition non uniforme de la densite de courant electrique dans un conducteur ou un semi- 
conducteur sous I'effet de courants electriques dans des conducteurs voisins 

[121-13-19 MOD] 

proximity effect 

non-uniform distribution of electric current density in a conductor or semiconductor, caused by 
electric currents in neighbouring conductors or semiconductors 

[121-13-19 MOD] 

ar ^WJ^I j£" 

en 4Bifi&J& 

de Proximity-Effekt, m 

es efecto de proximidad 

ja j£«a* 

pi zjawisko zblizenia 

pt efeito de proximidade 

sv narverkan 



841-27-04 

chauffage par induction 

chauffage electrique utilisant I'effet Joule produit par les courants induits 

induction heating 

electric heating using the Joule effect produced by induced currents 

ar csjlj^- 1 ' *^l 

en SSJP^i 

de Induktionserwarmung, f 

es calentamiento por induccion 

ja mmM%k (i) 

pi nagrzewanie indukcyjne 
pt aquecimento por inducao 
sv induktiv varmning 

841-27-05 

chauffage direct par induction 

chauffage par induction qui prend place dans la charge elle-meme 

direct induction heating 

induction heating which takes place in the charge itself 

ar >5Lf*J! ^jljaJI £±*1\ 

en SgSSJn**! 

de direkte Induktionserwarmung, f 

es calentamiento directo por induccion 

ja mmmmmm 

pi nagrzewanie indukcyjne bezposrednie 
pt aquecimento directo por inducao 
sv direkt induktiv varmning 
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841-27-06 

chauffage indirect par induction 

chauffage par induction qui prend place a I'exterieur de la charge dans un element 
intermediate, a partir duquel la chaleur est transmise a la charge par conduction, convection 
ou rayonnement 

indirect induction heating 

induction heating which takes place outside the charge in an intermediate element, from 
which the heat is passed to the charge, e.g. by conduction, convection or radiation 

ar >5Lf*J! jjc. ^jIjaJI &aJI 

en I'iJSSSiB^i 

de indirekte Induktionserwarmung, f 

es calentamiento indirecto por induccion 

ja mmwmm 

pi nagrzewanie indukcyjne posrednie 
pt aquecimento indirecto por inducao 
sv indirekt induktiv varmning 



841-27-07 

chauffage par induction a flux longitudinal 

chauffage par induction dans lequel le flux magnetique est parallele a I'axe principal de la 
charge 

longitudinal flux induction heating 

induction heating in which magnetic flux is parallel to the main charge axis 

ar tpj^l tsj'j^l ^-N o^ 

en 9kfaffl.M.Bmmm 

de Langsflussinduktionserwarmung, f 

es calentamiento por induccion de flujo longitudinal 

ja f&jjfaMMmmfim 

pi nagrzewanie indukcyjne w polu wzdtuznym 
pt aquecimento por inducao de fluxo longitudinal 
sv langsfaltsvarmning 



841-27-08 

chauffage par induction a flux transversal 
chauffage par flux transversal induit 

chauffage par induction dans lequel le flux magnetique est perpendiculaire a I'axe principal de 
la charge 

transverse flux induction heating 

induction heating in which magnetic flux is perpendicular to the main charge axis 

ar (jijjLLuiAll ^jljaJI i'~\*k\\ <jij2 

en St|S)KjlSSiP^!i 

de Querflussinduktionserwarmung, f 

es calentamiento por induccion de flujo transversal 

ja F7^x/^^ii» 

pi nagrzewanie indukcyjne w polu poprzecznym 

pt aquecimento por indugao de fluxo transversal 

sv tvarfaltsvarmning 
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841-27-09 

chauffage superficiel par induction 

chauffage par induction dans lequel seule la couche de surface de la charge est chauffee, par 
suite de la frequence utilisee du courant electrique et pour laquelle la profondeur de 
penetration est petite par rapport a I'epaisseur de la charge 

surface induction heating 

induction heating in which only the surface layer of the charge is heated, due to the 
application of a current frequency at which the penetration depth is small in comparison with 
the charge thickness 



ar 



cn ^.MBMia^t 

de Oberflacheninduktionserwarmung, f 

es calentamiento superficial por induccion 

ja mwmmum 

pi nagrzewanie indukcyjne powierzchniowe 

pt aquecimento superficial por inducao 

sv induktiv ytvarmning 



841-27-10 

chauffage a cceur par induction 

chauffage par induction dans lequel la charge entiere est chauffee 

through induction heating 

induction heating in which the whole charge is heated 

ar JiUi! tsjIj^J! ^»J! 

cn HBMMlfa 

de Induktionsdurchwarmung, f 

es calentamiento pasante por induccion 

ja mmum (2) 

pi nagrzewanie indukcyjne skrosne 

pt aquecimento por inducao no volume total 

sv induktiv genomvarmning 

841-27-11 

chauffage par ondes progressives 

chauffage par induction dans lequel un flux magnetique polyphase traverse la charge suivant 
sa plus grande face et la balaye a la frequence fondamentale 

travelling wave heating 

induction heating in which a multiphase magnetic flux is directed transversely to the largest 
plane surface of the charge and scans it at the fundamental frequency 

cn ff&Jp^i 

de Wanderfeld-Erwarmung, f 

es calentamiento por ondas progresivas 

ja iitft^Pfft 

pi nagrzewanie indukcyjne fala^ bieza_ca^ 

pt aquecimento por ondas progressivas 

sv vandringsvagsvarmning 
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841-27-12 

fusion par induction 

fusion resultant d'un chauffage par induction 

induction melting 

melting by means of induction heating 

ar ySaJI j^^l 

en iS^ft 

de Induktionsschmelzen, n 

es fusion por induccion 

ja mmmm 

pi topienie indukcyjne 
pt fusao por inducao 
sv induktionssmaltning 

841-27-13 

fusion de zone par induction 

fusion par induction limitee a une partie limitee de la charge 

zone induction melting 

induction melting limited to a part of the charge 

ar t^aj-^l J*±l\ j£^1 

en E^SS^tt, 

de Zoneninduktionsschmelzen, n 

es fusion de zona por induccion 

ja mmmmmm 

pi przetapianie indukcyjne strefowe 
pt fusao de zona por inducao 
sv induktiv zonsmaltning 

841-27-14 

trempe par induction 

trempe qui resulte d'un chauffage par induction 

induction hardening 

hardening by means of induction heating 



ar 



en gg^^C 

de Induktionsharten, n 

es endurecimiento por induccion 

ja ffiJU&isAtt 

pi hartowanie indukcyjne 

pt tempera por inducao 

sv induktiv hardning 
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841-27-15 

trempe peripherique 

trempe qui resulte de I'effet de proximite ou de la trempe par induction des elements, par 
exemple cremailleres, roues d'engrenage, en vue d'assurer la trempe d'une zone qui suit le 
contour de I'element 

contour hardening 

process for conductive hardening by means of the proximity effect or inductive hardening of 
parts, e.g. steering racks, gear wheels, in order to achieve a hardening zone which follows the 
contour of the part 

ar (<ij>"^l) (j fyi «\ \ \Am"A \ 

en i&Mft'X 

de Konturharten, n 

es endurecimiento periferico 

ja HWiKAft 

pi hartowanie obwodowe 

pt tempera periferica 

sv konturhardning 



841-27-16 

chauffage par induction bi-frequences 

chauffage par induction utilisant deux frequences differentes appliquees sequentiellement ou 
simultanement 

dual-frequency induction heating 

induction heating using two different frequencies applied sequentially or simultaneously 

ar -"j^l £jJ>> tsj'j^l *i*»J! 

en %Lffi$&1)\}®i 

de Zweifrequenz-lnduktionserwarmung, f 

es calentamiento por induccion con dos frecuencias 

ja 2m®$immm 

pi nagrzewanie indukcyjne dwucz^stotliwosciowe 
pt aquecimento por inducao bifrequencia 
sv tvafrekvens induktionsvarmning 

841-27-17 

brasage par induction 

procede d'assemblage d'elements en metal avec de la brasure au moyen d'un chauffage par 
induction 

induction soldering 
induction brazing 

process of joining the metal elements with solder by means of induction heating 

ar tiiaJb i^'iVjuiti >LaJ 

en SSffJ? 

de Induktionsloten, n 

es soldadura por induccion (1) 

ja ««5 5W!t 

pi lutowanie indukcyjne 

pt soldadura fraca por inducao 

sv induktiv lodning 
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841-27-18 

soudage par induction 

procede d'assemblage d'elements en metal fonde sur un chauffage des bords a assembler 
jusqu'au moment de leur fusion partielle au moyen d'un chauffage par induction, lesquelles 
sont ensuite pressees I'une contre I'autre 

induction welding 

process of joining metal elements by heating the edges to be joined up to melting point by 
means of induction heating and then pressing them together 

ar „SaJl fbill 

en mm^m 

de InduktionsschweiRen, n 
es soldadura por induccion (2) 

ja mm&& 

pi zgrzewanie indukcyjne 
pt soldadura por inducao 
sv induktiv svetsning 



841-27-19 

soudage de tubes par induction 

soudage par induction applique a la fabrication des tubes 

induction tube welding 

induction welding applied for the manufacturing of tubes 

ar tiiaJb i_luUV1 alaJ 

en <gwk'£hm 

de Rohr-lnduktionsschweiften, n 

es soldadura de tubos por induccion 

ja mm^m 

pi zgrzewanie indukcyjne rur 

pt soldadura de tubos por inducao 

sv induktiv rorsvetsning 

841-27-20 

fusion par induction en levitation 
fusion creuset froid 

fusion par induction d'une charge sans contact avec les parois du creuset, la charge etant 
maintenue en levitation dans un champ magnetique 

levitation melting 
cold crucible melting 

induction melting of a charge with no contact with the walls of the crucible due to being 
levitated in a magnetic field 

ar <_£$-!! j£^l ;»JjW 4&JJ j^= 

en M»mit; ^±t$*§tt 

de Schwebeschmelzen, n 

es fusion por levitacion; fusion en crisol frio 

ja wwsmm ; = --^ h'^^—yf^mm 

pi topienie lewitacyjne 

pt fusao por inducao em levitacao; fusao em cadinho frio 

sv levitationssmaltning 
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841-27-21 

profondeur de penetration 

epaisseur d'une couche superficielle Active d'un conducteur transportant un courant alternatif, 
que Ton suppose traversee par un courant continu uniforme de meme valeur que la valeur 
efficace du courant reel, constitute du meme materiau que le conducteur et dissipant par 
effet Joule la meme quantite de chaleur par unite de surface externe 

NOTE La densite du courant induit dans la couche superficielle decroTt jusqu'a atteindre 1/e de sa 
valeur a la surface. 

depth of penetration 

thickness of an imaginary surface layer of an alternating current carrying conductor, assumed 
to carry throughout its cross section a direct uniform current of the same value as the r.m.s. 
value of the actual current, of the same material as the conductor, and dissipating through 
Joule effect the same heat per unit of external surface 

NOTE Eddy current density in the surface layer decreases to 1/e of its value at the surface, 
ar J'jj^VI J^P 

en m\ms. 

de Eindringtiefe, f 

es profundidad de penetracion 

ja mMu £ 

pi gt^bokosc wnikania 

pt profundidade de penetracao 

sv intrangningsdjup 

841-27-22 

profondeur de trempe 

distance entre la surface de la charge et I'endroit ou la teneur en martensite dans les 
materiaux de la charge a diminue jusqu'a la valeur prescrite de durete 

depth of hardening 

distance from the charge surface to the place in which the martensite content in the charge 
material drops to the prescribed value of hardness 

ar >1 1 i-i*iH jj.aC' 

en wxms. 

de Hartungstiefe, f 

es profundidad de endurecimiento 

ja mitrnz 

pi gi$bokosc hartowania 
pt profundidade de tempera 
sv hardningsdjup 
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841-27-23 

brassage de bain 

mouvement du bain de metal dans le creuset d'un four a induction ou dans le reservoir d'un 
four a canal a induction, resultant des forces electrodynamiques et du gradient de 
temperature dans le bain de metal 

bath stirring 

movement of metal bath caused by electrodynamic forces e.g. in an induction furnace crucible 
or in the chamber of an induction channel furnace 

en mmmw 

de Badriihren, n 

es agitacion de banc- 

ja mmw 

pi mieszanie ka^pieli 
pt agitacao do banho 
sv induktiv omrorning 

841-27-24 

brassage electromagnetique de metaux liquides 

procede par lequel un mouvement de brassage dans les metaux liquides s'effectue en 
utilisant un champ electromagnetique mouvant ou tournant 

electromagnetic stirring of liquid metals 

procedure to achieve stirring motion in liquid metals by using a travelling or rotating or any 
moving electromagnetic field 

en m&&m&mmw 

de elektromagnetisches Ruhren flussiger Metalle, n 
es agitacion electromagnetica de metales liquidos 

ja ^m^mnmmmw 

pi mieszanie elektromagnetyczne metali ciektych 
pt agitagao electromagnetica de metais liquidos 
sv elektromagnetisk omroring 

841-27-25 

transport electromagnetique de metaux liquides 

procede par lequel des metaux liquides sont deplaces dans une direction definie en utilisant 
un champ electromagnetique mouvant 

electromagnetic transport of liquid metals 

procedure to move liquid metals in a defined direction using a moving electromagnetic field 

en «^^Mi,«lrit 

de elektromagnetischer Transport flussiger Metalle, m 

es transporte electromagnetico de metales liquidos 

ja ^m^mnmmmm 

pi transport elektromagnetyczny metali ciektych 
pt transporte electromagnetico de metais liquidos 
sv elektromagnetisk forflyttning av flytande metali 
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841-27-26 

traitement final electromagnetique de metaux liquides 

procede permettant d'adapter le flux de metal liquide ou d'influencer la qualite de sa surface 
apres coulee en utilisant un champ electromagnetique 

electromagnetic casting of liquid metals 

procedure to shape the liquid metal stream or to influence its surface quality after pouring by 
the use of an electromagnetic field 



ar 



en $&^J1 4,Kf#3a 

de elektromagnetisches Gieften von Metallen, n 

es tratamiento final electromagnetico de metales liquidos 

ja &m&m<nmm.mm 

pi odlewanie elektromagnetyczne metali ciektych 

pt tratamento final electromagnetico de metais liquidos 

sv elektromagnetisk gotformning 



841-27-27 

acceleration de la cristallisation de metal liquide en champ electromagnetique 

procede par lequel forme et structure sont donnees aux cristaux metalliques dans un champ 
electromagnetique 

enhancing crystallization of liquid metal in electromagnetic fields 

procedure to shape a form and structure of metal crystals in an electromagnetic field 

en f&M%ift&&ikmi&ik<£M> 

de Kristallisationsforderung flussiger Metalle in elektromagnetischen Feldern, f 

es aceleracion de la cristalizacion de metal liquido en campo electromagnetico 

ja ®m&m<D&M 3 iti8:m 

pi przyspieszanie krystalizacji metalu ciektego w polu elektromagnetycznym 
pt aceleracao da cristalizagao de metal liquido em campo electromagnetico 
sv 
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841-27-28 

effet de pincement 
effet de striction 

phenomene de contraction de la section d'un fluide resultant de I'accroissement du courant 
electrique qui la traverse et des forces electromagnetiques 

[121-13-17 MOD] 

pinch effect 

phenomenon of contraction of the current-carrying cross section of a fluid with increasing 
current, due to electromagnetic forces 

[121-13-17 MOD] 



ar 


<_>aji!! SjALla 


en 


mfc%L& 


de 


Pinch-Effekt, m 


es 


efecto de pinza; efecto de reostriccion 


ja 


t'y^a* 


Pi 


zjawisko przew^zenia 


pt 


efeito de estrigao 


sv 


pincheffekt 


841 


-27-29 


four a induction 



equipement de chauffage electrique comportant une enceinte dans laquelle la charge a I'etat 
liquide ou solide est chauffee par induction 

induction furnace 

electroheat equipment with a chamber in which a charge in liquid or solid state is induction 
heated 

ar yjaJI l)J*N 

en ^l^jf 1 

de Induktionsofen, m 

es homo de induccion 

ja W^P 

pi piec indukcyjny 

pt forno de indugao 

sv induktionsugn 
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841-27-30 

four a induction a canal 

four de fusion ou de maintien a induction comportant un reservoir dans lequel la charge a 
fondre est placee et auquel une ou plusieurs unites d'induction sont attachees 

induction channel furnace 

induction melting furnace or induction holding furnace consisting of one or more refractory 
lined chambers into which the charge to be heated or melted is placed and to which one or 
more channel inductors are attached 

ar lt^' tfj*-*^ OJ* 

en tfalSg.t&Mlf 1 ; W'frSjEt^ 

de Induktionsrinnenofen, m 

es homo de induccion de canal 

ja mmmm& 

pi piec indukcyjny kanatowy 
pt forno de inducao de canal 
sv rannugn 



841-27-31 

four a induction a canal a deux enceintes 

four a induction a canal dans lequel le reservoir est divise en deux enceintes reliees entre 
elles, la premiere dans laquelle la charge est introduite pour la fusion et la seconde de 
laquelle le metal fondu est extrait pour la coulee 

NOTE Les enceintes peuvent disposer d'une unite d'induction commune ou d'unites d'induction 
individuelles. 

two-chamber induction channel furnace 

induction channel furnace, the tank of which is divided into two connected chambers, one - to 
which the charge is introduced for melting and the second one, from which the liquid metal is 
taken for casting 

NOTE The chambers can have a common induction unit or individual induction units. 



ar 



en la^flsigff 1 

de Zweikammer-lnduktionsrinnenofen, m 

es homo de induccion de canal de dos camaras 

ja mmimmmp 

pi piec indukcyjny kanatowy dwukomorowy 

pt forno de inducao de canal com duas camaras 

sv tvakammarrannugn 
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841-27-32 

four a induction a creuset 

four de fusion ou de maintien a induction dans lequel la chaleur est generee directement dans 
la charge ou dans le creuset la contenant, au moyen d'une ou plusieurs bobines d'induction 
arrangees autour du creuset 

induction crucible furnace 

induction melting furnace or induction holding furnace in which the heat is generated directly 
in the charge, or in the crucible containing it, by means of one or more inductor coils arranged 
around the crucible 

ar yja-H AlijJI <jj* 

en iti®&m&W; 3G&B&& 

de Induktionstiegelofen, m 

es homo de induccion de crisol 

ja z^immm^ 

pi piec indukcyjny tyglowy 

pt forno de inducao de cadinho 

sv induktiv degelugn 



841-27-33 

four de maintien a induction 

four a induction ou four a canal congu specialement pour maintenir le metal liquide a une 
temperature prescrite 

induction holding furnace 

induction crucible or channel furnace specifically designed for holding liquid metal at a 
required temperature 

ar yJ»JI tsjlj^l £±uul\ £jfl 

en mmuuw 

de Induktionswarmhalteofen, m 

es homo de mantenimiento de induccion 

ja WW&ft'F 

pi piec indukcyjny do podgrzewania 

pt forno de manutencao por inducao 

sv induktiv varmhallningsugn 
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841-27-34 

four a induction a creuset froid 

four a induction comportant un creuset metallique refrigere a I'eau, dans lequel le metal 
liquide a un contact limite uniquement aux parois laterales du creuset en raison des forces 
electromagnetiques 

induction furnace with cold crucible 

induction furnace with metal crucible cooled with water, in which liquid metal, due to the 
electromagnetic forces, has only limited contact with side walls of the crucible 

ar »JjLJ1 **jjjJI jj ^i»JI £ji!1 

en #?iQi%BM& 

de Induktionsofen mit kaltem Tiegel, m 

es homo de induccion de crisol frio 

ja a— )VYViV— ?y~?/v3ZMMfc 

pi piec indukcyjny z zimnym tyglem 

pt forno de inducao de cadinho frio 

sv induktionsugn med kyld degel 



841-27-35 

four a induction a creuset interchangeable 

four a induction a creuset dans lequel la bobine d'induction qui entoure le creuset, est 
soulevee verticalement ou le creuset est abaisse verticalement afin d'autoriser son 
remplacement par un autre creuset avec une nouvelle charge 

push-out induction crucible furnace 

induction crucible furnace where the induction coil, which surrounds the crucible, is lifted 
vertically or the crucible is lowered vertically to allow its removal and another crucible with a 
new charge to be positioned to receive the induction coil 

ar £jIa11 &^\ jj J^\ "<&&& &J 

en iQMmii&B&ff> 

de Induktions-Wechseltiegelofen, m 

es homo de induccion de crisol intercambiable 

ja -fyi/*.TVY3mn& 

pi piec indukcyjny z wymiennym tyglem 

pt forno de inducao de cadinho intermutavel 

sv induktionsugn med utbytbar degel 
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841-27-36 

four a induction a creuset amovible 

four a induction a creuset dans lequel le creuset peut etre souleve verticalement en dehors de 
la bobine d'induction qui I'entoure pendant le cycle de fusion 

lift off coil induction crucible melting furnace 

induction crucible furnace where the crucible can be lifted vertically out of the induction coil, 
which surrounds it during the melting cycle 



ar 



jiljJI Ji*l\ ljL>1\ Aiijj jj j^^JI £ji 

en wm&ft&mmmikP 

de Induktions-Hubtiegelofen, m 

es homo de induccion de crisol movil 

ja !)7F3^f;vS;5o|filii)|r 

pi piec indukcyjny kotpakowy 

pt forno de inducao de cadinho amovivel 

sv induktiv huvugn 



841-27-37 

four de fusion a induction 

four a induction utilise pour la fusion d'une charge solide 

induction melting furnace 

induction furnace used for melting its solid charge 

ar <^-!l j^^l <jj* 

en $&ffiikff> 

de Induktionsschmelzofen, m 

es homo de fusion de induccion 

ja mmmmv 

pi piec indukcyjny do topienia 
pt forno de fusao por inducao 
sv induktionssmaltugn 

841-27-38 

four de coulee a induction 

four a induction equipe de dispositifs mecaniques, pneumatiques ou electromagnetiques 
destines a la coulee de quantites predetermines de metal liquide, de fagon continue ou 
periodique, dans des moules de coulee, machines sous pression ou cristallisoirs 

induction pouring furnace 

induction furnace equipped with mechanical, pneumatic or electromagnetic devices for the 
pouring of predetermined portions of liquid metal, in a continuous or periodical way, into the 
casting moulds, pressure machines or crystallizers 

ar (^-ll v^ 1 Oj^ 

en BM^&.'ff' 

de Induktionsgieftofen, m 

es homo de colada de induccion 

ja ww&m'F 

pi piec indukcyjny dozujejey 

pt forno de vazamento por inducao 

sv induktiv gjutugn 
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841-27-39 

four a induction a creuset a deux frequences 

four a induction a creuset fonctionnant par application successive ou simultanee de courants 
electriques de frequences differentes, par exemple 50 Hz et 1 000 Hz, afin d'ameliorer 
I'efficacite electrique et de renforcer I'effet de brassage 

two-frequency induction crucible furnace 

induction crucible furnace with subsequent or simultaneous application of currents with 
different frequencies, e.g. 50 Hz and 1 000 Hz, in order to improve electric efficiency and 
strengthen stirring effect 

ar £J J > •">" jj yJaJI 4&j^l <jji 

en %Lmiti®&m&ff> 

de Zweifrequenz-lnduktionstiegelofen, m 

es homo de induccion de crisol de dos frecuencias 

ja 2mmmmz>^immmp 

pi piec indukcyjny tyglowy dwucz^stotliwosciowy 
pt forno de inducao de cadinho bifrequencias 
sv tvafrekvens degelugn 



841-27-40 

four a induction sous vide 

four a induction dans lequel la pression dans la chambre de chauffe est inferieure a la 
pression atmospherique 

vacuum induction furnace 

induction furnace in which the pressure in the heating chamber is lower than atmospheric 
pressure 

ar <^-!l <^0^! UJ^ 1 

en MS.BM'ff' 

de Vakuuminduktionsofen, m 

es homo de induccion al vacio 

ja MQWW'fi 3 

pi piec indukcyjny prozniowy 

pt forno de indugao sob vacuo 

sv vakuuminduktionsugn 

841-27-41 

corps de chauffe a induction 

dispositif de chauffage electrique ne comportant pas de chambre de chauffe fermee dans 
laquelle la charge est chauffee par induction a une temperature proche de celle du point de 
fusion 

induction heater 

electric heating device without a closed heating chamber in which the charge is induction 
heated to a temperature beneath melting point 

ar <^-!l (jU-JI 

en tfSJqSim 

de Induktionserwarmer, m 

es calentador de induccion 

ja mmmmw m 

pi nagrzewnica indukcyjna 
pt aquecedor por indugao 
sv induktionsvarmare 
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841-27-42 

corps de chauffe de surface a induction 

dispositif de chauffage ne comportant pas d'enceinte, dans lequel la surface de la charge est 
chauffee par induction 

surface induction heater 

heating device without a chamber, in which the charge surface is induction heated 

en mWBMin1&& 

de Oberflacheninduktionserwarmer, m 
es calentador de superficie de induccion 

ja mmmmmmm 

pi nagrzewnica indukcyjna powierzehniowa 
pt aquecedor superficial por inducao 
sv induktiv ytvarmare 

841-27-43 

corps de chauffe a cceur a induction 

dispositif de chauffage ne comportant pas d'enceinte, dans lequel la charge est totalement 
chauffee par induction 

through induction heater 

heating device without a chamber, in which the charge is induction heated throughout 

ar (JaUi!) JliiaJI 6aJI o^*-" 1 

en jti&SSMH 

de Induktionsdurchwarmer, m 

es calentador pasante de induccion 

ja mmmmw (2) 

pi nagrzewnica indukcyjna skrosna 

pt aquecedor por inducao no volume total 

sv induktiv genomvarmare 

841-27-44 

creuset ceramique 

conteneur d'un four a induction a creuset constitue de materiaux refractaires, dans lequel la 
charge a I'etat liquide ou solide est placee, afin de la fondre ou de la chauffer 

ceramic crucible 

container of the induction crucible furnace made of refractory materials, into which the charge 
in solid or liquid state is placed, in order to melt or heat it 



ar 



en PSmJ&JJl 

de Keramiktiegel, m 

es crisol ceramico 

ja -fry 5 s/^5ot£ 

pi tygiel ceramiczny 

pt cadinho ceramico 

sv keramisk degel 
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841-27-45 

creuset conducteur 



creuset d'un four a induction constitue de materiaux conducteurs de I'electricite, par exemple 
de I'acier, du fer coule, du graphite, du cuivre, lesquels sont chauffes par induction, et dans 
lequel la charge a I'etat liquide ou solide est placee 

conducting crucible 

induction furnace crucible made of materials conducting electric current, e.g. steel, cast iron, 
graphite, copper, thus being heated by induction into which the charge in solid or liquid state 
is placed 



ar 



cn W&V8M 

de leitender Tiegel, m 

es crisol conductor 

ja Wtttftoff 

pi tygiel przewodzqcy 

pt cadinho condutor 

sv ledande degel 



841-27-46 

creuset non conducteur 



creuset d'un four a induction constitue de materiaux non conducteurs de I'electricite, par 
exemple de la ceramique, dans lequel la charge a I'etat liquide ou solide est placee 

non-conducting crucible 

container of an induction crucible furnace made of non-conducting materials in which the solid 
or liquid charge is placed, e.g. ceramic crucible 



ar 



cn ##£#« 

de nichtleitender Tiegel, m 

es crisol no conductor 

ja #|ltt5o|f 

pi tygiel nieprzewodza^cy 

pt cadinho nao condutor 

sv icke-ledande degel 
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841-27-47 

(bobine d')inductance, f 

bipole caracterise essentiellement par son inductance 

NOTE 1 En frangais, le terme «inductance» designe aussi la grandeur caracteristique du dispositif, 
en anglais «inductance». 

NOTE 2 En anglais, le terme «reactor» est utilise pour une bobine d'inductance fonctionnant a une 
frequence determinee. 

[151-13-25] 

inductor 
reactor 

two-terminal device characterized essentially by its inductance 

NOTE 1 In French, the term "inductance" also denotes the characteristic quantity of an inductor, in 
English "inductance". 

NOTE 2 In English, the term "reactor" is used for an inductor operated at a fixed frequency. 

[151-13-25] 

en mmwr 

de Induktor, m 

es reactancia; bobina de reactancia 

ja mm^F ;yrn;v 

pi cewka indukcyjna 
pt indutor 
sv induktor 

841-27-48 

(bobine d')inductance de chauffage 

composant, par exemple une bobine d'un equipement de chauffage a induction ou de fusion a 
induction, conduisant un courant alternatif et congu pour creer le champ magnetique qui induit 
des courants dans la charge 

heating inductor 

component, e.g. coil, of induction heating or induction melting equipment, carrying an 
alternating current and designed to create the magnetic field which induces currents in the 
charge 

ar (jj^j*- &»■ j-^ 

en MSS3I 

de Heizinduktor, m 

es reactancia de calentamiento 

ja umwrn^ 

pi wzbudnik 

pt indutor de aquecimento 

sv varmningsinduktor 
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841-27-49 

isolant de la bobine 

protection thermique et electrique de la bobine du corps de chauffe a induction ou du four a 
induction, constitute de materiaux isolants electriques, isolants thermiques et refractaires 

coil insulation 

electric and thermal protection of the coil of induction heater or induction furnace made of 
electroinsulating, thermoinsulating and refractory materials 



ar 



en mmmm 

de Spulenisolierung, f 

es aislamiento de la bobina 

ja ^J/vBm 

pi izolacja wzbudnika 

pt isolacao de bobina 

sv spolisolering 



841-27-50 

inducteur interne 

inducteur utilise pour le chauffage par induction des surfaces internes, par exemple des trous 
au cours de leur procede de trempe par induction 

inner inductor 

heating inductor used for induction heating of the inner surfaces, e.g. holes in the process of 
their induction hardening 

ar (^W ^»JI Jftli-a 

en rtSSiS 

de Inneninduktor, m 

es inductor interno 

ja rtfiij^jg^- 

pi wzbudnik wewn^trzny 

pt indutor interno 

sv inre induktor 



841-27-51 

inducteur boucle 

inducteur en forme de boucle situe a proximite de la charge mais ne formant pas un cercle 
complet autour de celle-ci 

loop inductor 

heating inductor in the shape of a loop brought close to the load but not forming a full circle 
around it 

ar tSjLkVI ^iaJI JfrLLa 

en %-&$&& 

de Schleifeninduktor, m 

es inductor en bucle 

ja )V— :/^3gT- 

pl wzbudnik p^tlowy 

pt indutor em anel 

sv induktorslinga 



140 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



841-27-52 
inducteur serpentin 

inducteur plat en forme de serpentin 

meander inductor 

flat heating inductor of meander shape 



ar 



en ®BBM& 

de maanderformiger Induktor, m 

es inductor en serpentin 

ja ftJff^jS^f 

pi wzbudnik meandrowy 

pt indutor em serpentina 

sv meanderinduktor 



841-27-53 

inducteur multi couches 

inducteur d'un corps de chauffe ou d'un four a induction dont I'enroulement comporte 
plusieurs couches de spires 

multi-layer inductor 

heating inductor of a heater or induction furnace whose winding is a multi-layer one 

ar LJLljJaJ) jjuiia iaJ! JfrLLa 

cn %m&m& 

de Mehrlageninduktor, m 
es inductor multicapas 

ja ^JlWVi 5 - 

pi wzbudnik wielowarstwowy 

pt indutor multicamadas 

sv flerlagerinduktor 



841-27-54 
inducteur galette 

inducteur dont I'enroulement est situe sur un plan 

pancake inductor 

heating inductor, whose winding is situated in one plane 



ar 



cn ^ffiSSSS 

de Flachspule, f 

es inductor piano 

ja /^ytr—^rWM^ 

pi wzbudnik ptaski 

pt indutor em bolacha 

sv pannkaksspole 
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841-27-55 

inducteur separable 

inducteur dont I'enroulement est divise en deux parties qui peuvent etre separees afin de 
mettre la charge en place 

split inductor 

heating inductor whose winding is divided into two parts that can be separated in order to 
place the charge 

en jfitRmm® 

de Spaltinduktor, m 

es inductor dividido 

ja X^!)5/Mff^ 

pi wzbudnik dzielony 

pt indutor afastavel 

sv delbar spole 



841-27-56 

inducteur gap 

inducteur constitue d'un enroulement qui forme un espace etroit dans lequel les charges en 
mouvement de petites dimensions ou leurs extremites sont chauffees par induction 

gap inductor 

folded pancake inductor 

heating inductor with a winding that forms a narrow gap in which the moving charges of small 
dimensions or their end parts are induction heated 



ar 



cn m&mm& 

de Schlitzinduktor, m 

es inductor de entrehierro 

ja ^^v^wm^; tfrv &%■;<> ^-^-mm? 

pi wzbudnik szczelinowy 

pt indutor de fenda 

sv spaltinduktor 
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841-27-57 

inducteur canal 

element remplagable d'un four a induction a canal, constitue d'un inducteur a noyau associe 
au reservoir du four, comprenant les bobines des inducteurs, le noyau magnetique, les 
ecrans, la carcasse et le canal fait de materiaux refractaires 

channel inductor 
channel furnace inductor 

replaceable or fixed element of induction channel furnace, core type inductor attached to the 
furnace chamber, comprising inductor coils, magnetic core, shields, casing and channel made 
of refractory material 



ar 



en mm&mm% 

de Rinneninduktor, m; Rinnenofeninduktor, m 

es inductor de canal 

ja Wfr4^?V9- ■.MBpsO???- 

pl wzbudnik pieca kanatowego 

pt indutor de canal 

sv rannugnsspole 



841-27-58 
inducteur a noyau 

inducteur comportant un noyau magnetique qui traverse sa bobine d'induction 

core type inductor 

heating inductor with a closed magnetic core passing through its induction coil and the charge 
to be heated 

en &&mM& 

de Induktor mit Eisenkern, m 

es inductor de nucleo 

ja &*M4-y99 9- 

pl wzbudnik typu rdzeniowego 

pt indutor de nucleo 

sv 



841-27-59 

inducteur d'un four a creuset 

element de base d'un four a induction a creuset, comprenant des bobines d'inducteurs 
entourant un creuset selon un meme axe et utilisant des noyaux ou ecrans magnetiques 
portes par le chassis environnant 

crucible furnace inductor 

basic element of the induction crucible furnace, consisting of inductor coils coaxially enclosing 
a crucible and usually magnetic yokes or screens supported by a surrounding case 

ar 4&Sj^!jJ ii»»Jt £j2 JftLLa 

en ttttAPftJfi* 

de Tiegelofeninduktor, m 

es inductor de un homo de crisol 

ja 5offii^y^^^- 

pi wzbudnik pieca tyglowego 

pt indutor de forno de cadinho 

sv degelugnsspole 
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841-27-60 

ecran de refroidissement et de protection de I'inducteur 

ecran refroidi par air ou par eau, place entre le revetement refractaire et I'inducteur d'un four 
a induction a canal 

NOTE II sert aussi d'ecran pour I'inducteur si du metal liquide s'echappe du canal du four. 

cooling and protection shield for inductor 

air or water cooled shield, placed between refractory lining and channel furnace heating 
inductor of the induction channel furnace 

NOTE The cooling and protection shield for the heating inductor also serves as a screen for the 
inductor in case of any leak of liquid metal from the furnace channel. 

ar '""- SI JcHa! 4jL»aj -Jjjjj p jJ 

en &&&&%}&&* 

de Kuhl- und Schutzschirm eines Induktors, m 

es pantalla de refrigeracion y de proteccion del inductor 

ja s(i/¥?9-<Di§n%.x$vmT&^^ 

pi chtodnica i ekran wzbudnika 

pt ecra de arrefecimento e de proteccao do indutor 

sv kylfoder 

841-27-61 

blindage magnetique de I'inducteur 

ensemble des elements de I'inducteur, constitue de materiaux magnetiques, par exemple des 
toles de transformateur, des ferrites, qui permettent de diriger le flux magnetique 

coil flux guide 

elements of the inductor equipment, made of magnetic materials, e.g. transformer sheets, 
ferrites, ferroplasts, that enable to direct the magnetic flux 

ar u^j-^I i-aI* Jj-3 J 

en mmwmw 

de magnetischer Ruckschluss eines Induktors, m; Joche, n pi 

es guia del flujo del inductor 

ja $fe>b 

pi magnetowod wzbudnika 

pt blindagem magnetica do indutor 

sv magnetflodesguide 
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841-27-62 

concentrateur 

element d'un inducteur permettant la concentration de courants de Foucault en un endroit 
donne de la charge 

concentrator 

element of the inductor equipment achieving the concentration of the magnetic flux within a 
given place of the charge 

ar j*>»Jl 

en MM%& 

de Konzentrator, m 

es concentrador 

ja »fcl# 

pi koncentrator 

pt concentrador 

sv koncentrator 



841-27-63 

systeme de refroidissement 

ensemble des dispositifs et circuits forcant I'ecoulement de I'element refrigerant, par exemple 
de I'air ou de I'eau, a travers les elements et parties de installation de chauffage par 
induction 

cooling system 

set of devices and circuits ensuring the flow of cooling medium, e.g. air or water, through 
elements and parts of the induction heating installation 

ar Ajjf^l ^Uaj 

en ft%!%m 

de Kuhlsystem, n 

es sistema de refrigeracion 

ja ftWv'^xA 

pi uktad chtodzenia 

pt sistema de arrefecimento 

sv kylsystem 



841-27-64 

diffuseur 

element d'un corps de chauffe de surface a induction utilise pour refroidir la surface de la 
charge au cours du procede de trempe par induction 

quench 

element of a surface induction heater used for cooling the charge surface in the process of 
induction hardening 

ar J*** 

en #ft$ 

de Abschrecker, m 

es difusor 

ja ttAtt 

pi natryskiwacz 

pt difusor 

sv 
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841-27-65 
pulverisateur 

element d'un corps de chauffe a induction utilise pour le refroidissement de la charge 

sprayer 

element of an induction heater used for cooling the charge 

ar <jiL"ij 

en 4MMI 

de Zerstauber, m 

es pulverizador 

ja mm$s 

pi rozpylacz 
pt pulverizador 
sv dusch 

841-27-66 

guide d'un corps de chauffe a induction 

element ceramique ou metallique d'un corps de chauffe a induction, place a I'interieur de 
I'inducteur et sur lequel la charge est deplacee 

induction heater guide 

metal or ceramic element of the induction heater, placed inside the inductor, on which the 
charge is moved 

ar tp^l o^-"^' <J^ J 

en mmim&w®. 

de Gleitschiene des Induktionserwarmers, f 
es guia del calentador de induccion 

ja mmmmmsm k 

pi prowadnica wsadu 

pt guia de um aquecedor por inducao 

sv chargebadd 

841-27-67 

pied de bain 

quantite de metal liquide, laissee dans le creuset ou le reservoir d'un four et provenant d'une 
coulee precedente, ou placee dans le reservoir d'un four a induction a canal avant la premiere 
coulee, afin de demarrer le travail du four 

liquid heel 

certain amount of the liquid metal, left in the crucible or furnace chamber from the former 
melt, or liquid metal placed in the channel induction furnace chamber before the first melt, in 
order to start induction furnace operation 

ar JjUJI j^oiaJI ^L 

en '&M&mWL 

de fliissiger Sumpf, m 

es pie de banc- 

ja ^L|§ 

pi kcipiel zaczynowa 

pt pe de banho 

sv sump 
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841-27-68 

multiplicateur de frequences magnetiques 

convertisseur de frequences statique comportant trois, cinq ou neuf transformateurs 
monophases, dont la frequence de sortie est un multiple de la frequence principale 50 Hz 
(60 Hz), habituellement 150 Hz (180 Hz), 250 Hz (300 Hz) ou 450 Hz (540 Hz) 

magnetic frequency multiplier 

static frequency converter containing three, five or nine joined single-phase transformers; 
output frequency is the multiple of mains frequency 50 Hz (60 Hz), usually 150 Hz (180 Hz), 
250 Hz (300 Hz) or 450 Hz (540 Hz) 



ar 



en mmm& 

de magnetischer Frequenzvervielfacher, m 

es multiplicador de frecuencias magneticas 

ja mnmmmmmm 

pi mnoznik magnetyczny cz$stotliwosci 

pt multiplicador de frequencias magnetico 

sv magnetisk frekvensomriktare 



841-27-69 

convertisseur tournant (groupe convertisseur) 



groupe compose d'un ou de plusieurs moteurs electriques mecaniquement accouples a un ou 
plusieurs alternateurs moyenne frequence 

[411-34-05 MOD] 

rotary converter (motor generator set) 

set which consists of one or more electric motors mechanically coupled to one or more 
medium frequency generators 

[411-34-05 MOD] 

cn M&%m& (f&UR&ms.) 

de Einankerumformer (Umformersatz), m 
es convertidor giratorio (grupo convertidor) 

ja mm&m&m («»«««##) 

pi przetwornica maszynowa 

pt conversor rotativo (grupo conversor) 

sv roterande omformare 
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841-27-70 

convertisseur de frequence a thyristors 

alternateur a basse et moyenne frequences dont I'onduleur principal est construit a partir de 
thyristors de puissance 

thyristor frequency converter 

power supply unit of low and medium frequency whose main inverter circuit is built on the 
basis of power thyristors 

ar jj^jj^ JJjii! dj*-» 

en ursm^s 

de Thyristor-Frequenzumrichter, m 

es convertidor de frecuencia de tiristores 

ja f--fyx*3JS$fc^Mi 

pi przemiennik cz$stotliwosci tyrystorowy 

pt conversor de frequencias com tiristores 

sv tyristorbestyckad frekvensomriktare 



841-27-71 

convertisseur de frequence a transistors 

alternateur a moyenne et haute frequences dont I'onduleur principal est construit a partir de 
transistors de puissance 

transistor frequency converter 

power supply unit of medium and high frequency whose main inverter circuit is built on the 
basis of power transistors 



ar 



en H#t$»if§ 

de Transistor-Frequenzumrichter, m 

es convertidor de frecuencia de transistores 

ja vy>i?x?^mmmmmm 

pi przemiennik cz$stotliwosci tranzystorowy 

pt conversor de frequencias com transistores 

sv transistorbestyckad frekvensomriktare 
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Section 841-28 - Chauffage dielectrique 
Section 841-28 - Dielectric heating 

841-28-01 

chauffage dielectrique 

chauffage electrique dans lequel la chaleur est generee dans des charges dielectriques et 
semi-conductrices, sous Taction d'un champ electrique a haute frequence, comprise entre 
1 MHz et 300 MHz 

dielectric heating 

electric heating in which the heat is generated in dielectric and semiconducting loads, under 
the action of high frequency electric field of a frequency range from 1 MHz to 300 MHz 

ar cr^jf^l Jj*^ U J^" 1 "^ 

en frMJJQ®> 

de dielektrische Erwarmung, f 

es calentamiento dielectrico 

ja mmifeffinfim 

pi nagrzewanie pojemnosciowe 
pt aquecimento dielectrico 
sv dielektrisk varmning 



841-28-02 

pertes dielectriques 

puissance provenant d'un champ electrique variable dans le temps et absorbee par une 
substance polarisee, a I'exclusion de la puissance absorbee due a la conductivity de la 
substance 

[121-12-11] 

dielectric loss 

power absorbed from a time-varying electric field by a polarized substance, excluding 
absorbed power due to conductivity of the substance 

[121-12-11] 

ar (^Wj^I JJ^I & 

en ;frMi§ft 

de dielektrischer Verlust, m 

es perdidas dielectricas 

ja nmm$: 

pi straty dielektryczne 
pt perdas dielectricas 
sv dielektriska forluster 
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841-28-03 

symb.: e r 

facteur de pertes (dielectriques) 
indice de pertes (dielectriques) 

oppose de la partie imaginaire de la permittivite relative complexe 

[121-12-16] 

(dielectric) loss index 

negative of the imaginary part of the complex relative permittivity 
[121-12-16] 

ar (^J^ Jj*- 1 ' -tfa j^>> 

en (4hR) mn^m 

de Permittivitats-Verlustzahl, f 

es indice de perdidas (dielectricas); factor de perdidas (dielectricas) 

ja mmm^mwn 

pi stratnosc dielektryczna 

pt indice de perdas (dielectricas) 

sv dielektrisk forlustfaktor 

841-28-04 

chauffage par champ disperse 

chauffage dielectrique dans lequel deux jeux d'electrodes-baguettes, places alternativement 
d'un cote de la charge, sont connectes aux deux bornes de sortie de la source d'energie a 
haute frequence et produisant un champ a haute frequence disperse dans le materiau devant 
etre chauffe 

dispersed field heating 

dielectric heating in which two sets of rod electrodes placed alternately on one side of the 
charge are connected to the two output terminals of the high frequency energy source and 
which produce a dispersed high frequency field in the material to be heated 

juj.ul I J 1 ^ aJLj (%P ' "*■ 



ar 

en 

de verteilte Felderwarmung, f 

es calentamiento por campo disperso 

ja ftmnmm 

pi nagrzewanie w polu rozproszonym 

pt aquecimento por campo disperso 

sv utbredd faltvarmning 
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841-28-05 

chauffage partiel 
chauffage selectif 

chauffage dielectrique dans lequel la chaleur est generee principalement dans certaines 
parties de la charge, par exemple la couche visqueuse 

selective heating 

dielectric heating in which the heat is generated mainly in certain parts of the load, e.g. in 
glue layer 

ar <jiUliV! qj ^ > « H I 

en jg'KJq**, 

de Teilerwarmung, f 

es calentamiento selectivo 

ja mmm 

pi nagrzewanie selektywne 
pt aquecimento selectivo 
sv delvarmning 



841-28-06 

sechage dielectrique 

chauffage dielectrique qui permet I'evaporation d'un solvant, par exemple de I'eau contenue 
dans la charge 

dielectric drying 

dielectric heating consisting of the evaporation of solvent, e.g. water from the load 

en frffiT-1%1 

de dielektrische Trocknung, f 

es secado dielectrico 

ja mfflmmn&m 

pi suszenie pojemnosciowe 
pt secagem dielectrica 
sv dielektrisk torkning 

841-28-07 

collage dielectrique 

chauffage dielectrique qui permet le durcissement de la couche d'une colle thermodurcissable 
utilisee pour lier entre elles les parties de la charge 

dielectric gluing 
glue curing 

dielectric heating consisting of the hardening of the thermosetting glue layer used to bond 
parts of the load 

ar f lj«-ll \Am" ;Lr ibj£l!l JjxSb J^alil 

en ^Mtt^- 

de dielektrisches Kleben, n; Klebstoffaushartung, f 

es encolado dielectrico 

ja mmmmmmm 

pi klejenie pojemnosciowe; utwardzanie kleju 
pt colagem dielectrica 
sv dielektrisk limning 
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841-28-08 

soudage dielectrique des plastiques 

chauffage dielectrique qui permet un collage de deux couches de feuilles thermoplastiques ou 
plus en appliquant un champ electrique alternatif a haute frequence et une pression 

dielectric plastic welding 

dielectric heating relying on a bonding of two or more layers of thermoplastic sheets by 
applying a high frequency alternating electric field and pressure 

ar ^bjfSJI J>^ CjjIH f Ulll 

en mmfrmmi? 

de dielektrisches Kunststoffschweiften, n 
es soldadura dielectrica de plasticos 

ja iiiJSSPfl;^* 

pi zgrzewanie pojemnosciowe 

pt soldadura dielectrica de plasticos 

sv dielektrisk plastsvetsning 



841-28-09 

prechauffage dielectrique 

chauffage dielectrique d'un materiau plastique thermodurcissable 

dielectric preheating 

dielectric heating of thermosetting plastic material 

ar Lf Jlij$£l\ J>-!Ij yJJf*!l u J''" 11 "^ 

en ^-MM^i 

de dielektrische Vorwarmung, f 

es precalentamiento dielectrico 

ja mmmmm^m 

pi podgrzewanie pojemnosciowe 
pt pre-aquecimento dielectrico 
sv dielektrisk forvarmning 

841-28-10 

stabilite en frequence (d'un generateur pour chauffage dielectrique) 

aptitude d'un generateur pour chauffage dielectrique a maintenir sa frequence dans des 
limites prescrites 

frequency stability (of a dielectric heating generator) 

ability of a dielectric heating generator to maintain its frequency in prescribed limits 

ar ( yJbjfSil J>JI ^>»J) JJjiil jtjiluil 

en *£*%£& (^MiP»S:4SW) 

de Frequenzhaltung (eines dielektrischen Heizgenerators), f 

es estabilidad en frecuencia (de un generador para calentamiento dielectrico) 

ja jas»s£* mmmmmim^mmm<D) 

pi statosc czQstotliwosci (generatora pojemnosciowego) 

pt estabilidade em frequencia (de um gerador para aquecimento dielectrico) 

sv frekvensstabilitet 
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841-28-11 

poste de chauffage dielectrique 

equipement de chauffage electrique ne comportant pas d'enceinte et ayant deux electrodes 
de travail ou plus, connectees a un generateur pour chauffage dielectrique 

dielectric heater 

electric heating equipment without a chamber, having two or more work electrodes connected 
to the dielectric heating generator 

ar (^J^ Jj*ll d^-" 1 

en frffiinm^ 

de dielektrische Erwarmungseinrichtung, f 
es calentador dielectrico 

ja lKMm.mWJOWM 

pi nagrzewnica pojemnosciowa 

pt aquecedor dielectrico 

sv dielektrisk varmare 



841-28-12 

sechoir dielectrique 

poste de chauffage dielectrique concu pour le sechage de la charge 

dielectric dryer 

dielectric heater provided for the drying of the load 

ar Lf JLu$£l\ <j>J! < « <•? * 

en j\-MT$i%& 

de Trockner mit dielektrischer Erwarmung, m 

es secador dielectrico 

ja mm&mm^mm 

pi suszarka pojemnosciowa 
pt secador dielectrico 
sv dielektrisk tork 

841-28-13 

soudeur dielectrique des plastiques 

poste de chauffage dielectrique equipe d'une presse et d'au moins une electrode de soudage, 
destine a souder des plastiques 

dielectric plastic welder 

dielectric heater equipped with a press with at least one welding electrode, intended for 
welding of plastics 

ar (jJIjj^I <J>J1 JJ a- 1 "' f^l J 1 ** 

en mniiYmm^u 

de Gerat zum dielektrischen Kunststoffschweiften, n 
es soldador dielectrico de plasticos 

ja Hbmfcmnmmm, 

pi zgrzewarka pojemnosciowa 

pt soldador dielectrico de plasticos 

sv dielektrisk plastsvets 
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841-28-14 

prechauffeur dielectrique 

poste de chauffage dielectrique destine principalement au prechauffage de materiaux 
plastiques thermodurcissables 

dielectric preheater 

dielectric heater mainly intended for preheating of thermosetting plastic material 

ar (^Wj^I JJ^W lt'-V- 4 u*»-"" j^fr* 

en MliS 

de dielektrische Vorwarmeeinrichtung, f 

es precalentador dielectrico 

ja mmwimn^mm 

pi podgrzewarka pojemnosciowa 
pt pre-aquecedor dielectrico 
sv dielektrisk forvarmare 



841-28-15 

generateur pour chauffage dielectrique 

equipement utilise pour produire I'energie a haute frequence necessaire au chauffage 
dielectrique 

dielectric heating generator 

equipment used to producing high frequency energy for the purpose of dielectric heating 

ar tfjlj^l ^J^! Jj^l ^J-> 

en frmmmRttWr 

de dielektrischer Heizgenerator, m 

es generador para calentamiento dielectrico 

ja mmmmmm^mmm 

pi generator pojemnosciowy 

pt gerador de aquecimento dielectrico 

sv generator for dielektrisk varmare 

841-28-16 

presse de collage dielectrique 

presse equipee de deux electrodes de travail ou plus, utilisee pour le collage dielectrique 

dielectric gluing press 

press with two or more work electrodes used for dielectric gluing 

ar u-^jf^l Jj*^ J^ o»A- 

en it-m^mu 

de dielektrische Klebepresse, f 

es prensa de encolado dielectrico 

ja ffija&M*S#7°w^ 

pi prasa pojemnosciowa do klejenia 

pt prensa de colagem dielectrica 

sv dielektrisk limpress 
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841-28-17 

cavite resonante a capacite additionnelle 

cavite resonante disposant, en plus d'une inductance et d'une capacite fixees, d'une capacite 
supplementaire afin de diminuer les dimensions de la cavite et/ou la valeur de la frequence de 
resonance 

cavity resonator with additional capacitance 

cavity resonator having in addition to distributed inductance and capacitance a built-in 
capacitor in order to diminish the dimensions of the cavity and/or resonating frequency 



ar 



cn mtiQfc%£km~m% 

de Hohlraumresonator mit Zusatzkapazitat, m 

es cavidad resonante con capacidad adicional 

ja mmmmm^m^mm 

pi rezonator wn$kowy ze zwi^kszona. pojemnoscia. 

pt cavidade ressonante de capacitancia adicional 

sv halrumsresonator med tillaggskapacitans 



841-28-18 

condensateur de chauffage 

condensateur constitue par les electrodes de travail et le materiau devant etre chauffe, place 
entre elles 

heating capacitor 

capacitor formed by the work electrodes and the material to be heated, which is placed 
between them 

ar (jjA i n"\\ i i iS n 

cn JP^,*§^ 

de Erwarmungskondensator, m 

es condensador de calentamiento 

ja um&ffi®m 

pi kondensator grzejny 

pt condensador de aquecimento 

sv varmningskondensator 

841-28-19 

condensateur de chauffage a intervalle 

condensateur de chauffage pourvu d'un intervalle entre une electrode et le materiau devant 
etre chauffe 

air gap heating capacitor 

heating capacitor with an air gap between one electrode and the material to be heated 

ar 4j->1j^1 SjAjJ! jj £)\\ milt i iiL* 

cn %mtin®&%% 

de Luftspalt-Erwarmungskondensator, m 

es condensador de calentamiento con entrehierro 

ja ^»##iDf»ftfflf** 

pi kondensator grzejny ze szczelina. powietrzna. 

pt condensador de aquecimento com hiato de ar 

sv varmningskondensator med luftgap 
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841-28-20 

electrode de travail (d'un poste de chauffage dielectrique) 

une des plaques ou autres formes profilees dans le condensateur de chauffage d'un poste de 
chauffage dielectrique, entre lesquelles est cree le champ electrique alternatif necessaire au 
chauffage du materiau place entre elles 

work electrode (of a dielectric heater) 

one of the plates or other formed shapes of the heating capacitor of a dielectric heater, 
between which an alternating electric field is created which is necessary to heat the material 
placed within them 



ar 



en Iffst&ft (4rJSM*A<J) 

de Arbeitselektrode (einer dielektrischen Erwarmungseinrichtung), f 

es electrodo de trabajo (de un calentador dielectrico) 

ja jpiwwffi (^m&mnMmm<D) 

pi elektroda robocza (nagrzewnicy pojemnosciowej) 

pt electrodo de trabalho (de um aquecedor dielectrico) 

sv arbetselektrod 



841-28-21 

electrodes en forme de plaque 

electrodes de travail comportant deux plaques ou plus a partir desquelles I'energie electrique 
est transferee a la charge devant etre chauffee 

plate electrodes 

work electrodes consisting of two or more plates from which electric energy is transferred to 
the load to be heated 

ar ^LajIU AjjIjj^I v^Vl 

en fetfe$ 

de Plattenelektroden, f pi 

es electrodos de placas 

ja ¥«$*« 

pi elektrody ptytowe 

pt electrodos de placas 

sv plattelektrod 

841-28-22 

electrode-baguette 

une des electrodes de travail ayant la forme de baguettes et disposees parallelement les 
unes par rapport aux autres 

rod electrode 

one of work electrodes in the form of parallel rods 

ar ^^Ail <j->Wj^I V^l 

en #f&U 

de Stabelektrode, f 

es electrodo de barilla 

ja #ft«* 

pi elektrody pr$towe 

pt electrodo de varao 

sv stavelektrod 
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841-28-23 

electrodes a cylindres tournants 

electrodes de travail en forme de cylindres en rotation places parallelement a I'horizontale, 
utilisees pour le chauffage des charges plates, placees sur celles-ci afin d'empecher leur 
deformation 

rotating cylinder electrodes 

work electrodes in the form of rotating parallel horizontally placed cylinders used for heating 
of flat charges, placed on them in order to prevent the load from deformation 



ar 



cn $#*£(&« 

de rotierende Zylinderelektroden, f pi 

es electrodo de cilindros giratorios 

ja m^>v>?Mmm 

pi elektrody obrotowe 

pt electrodos de cilindros rotativos 

sv roterande cylinderelektroder 



841-28-24 
electrode a molette 



electrode de travail en forme de molette permettant le deplacement vers I'avant du materiau 
chauffe durant le chauffage 

rotating disc electrode 

work electrode in the form of a rotating disc used to push the heated material forward during 
heating 

ar jljJ u*j* jj (j-^jf* ^A^ 

cn f#fife« 

de Rollenelektrode, f 

es electrodo de disco giratorio 

ja |H]teR^^*ffi 

pi elektroda wiruja.ca kra.zkowa 

pt electrodo de disco rotativo 

sv roterande skivelektrod 



841-28-25 

electrode de soudage dielectrique 

electrode de travail ayant la forme requise, permettant de produire I'energie thermique a 
I'interieur de la piece a travailler et d'appliquer la pression necessaire a la realisation d'une 
soudure 

dielectric welding electrode 

work electrode formed to the required shape, used to produce thermal energy within the 
workpiece and to apply pressure to the workpiece to form the weld 



ar 



cn frmm^fcrn 

de Schweiftelektrode, f 

es electrodo de soldadura dielectrica 

ja jgiflttt 

pi elektroda zgrzewaja.ca 

pt electrodo de soldadura dielectrica 

sv dielektrisk svetselektrod 
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841-28-26 

electrode de coupage dielectrique 

electrode de soudage disposant d'une arete tranchante et fonctionnant a densite de courant 
elevee afin de realiser simultanement le soudage et le decoupage 

dielectric cutting edge welding electrode 

welding electrode having a cutting edge working at high current density to achieve 
simultaneously welding and cutting 

ar 2^5 iiUj <j-SLjj£* JJ^jJ <^J** j»^ ^A& 

en ZH*4rJ0t&i&*ft 

de Schweiftelektrode mit Schneidkante, f 

es electrodo de corte dielectrico 

ja ^W?D 

pi elektroda zgrzewajqca z kraw^dziq tna_cq 

pt electrodo de corte dielectrico 

sv dielektrisk svets- och skarelektrod 



841-28-27 

filtre a guides d'ondes (dans un equipement de chauffage dielectrique) 

dispositif constitue d'un ou plusieurs guides d'ondes travaillant sous leurs frequences 
critiques, permettant d'empecher le rayonnement a haute frequence de sortir du dispositif de 
chauffage dielectrique, mais autorisant la libre circulation du milieu refrigerant et/ou des gaz 
emanant du materiau chauffe, et permettant I'observation visuelle du materiau chauffe 

NOTE Voir 726-05-03 pour la definition de la frequence critique. 

waveguide filter (in a dielectric heating equipment) 

device made up of one or more waveguides working below their critical frequency, used to 
prevent the high frequency radiation from getting outside the dielectric heater, but which 
allows the free flow of cooling medium and/or vapours emanated from the heated material and 
permitting the visual observation of the heated material 

NOTE See 726-05-03 for the definition of the critical frequency. 



ar 



IfjJlij^SA] J J*JLj tjjA nillt oJx-a ^J Aaj^SI JJj ^Jujji 

en &.#tt&# (^MMiS&rtSti) 

de Hohlleiterfilter (in einer dielektrischen Erwarmungseinrichtung), n 

es filtro de guias de ondas (en un equipo de calentamiento dielectrico) 

ja |Sf7^;^- (9itt&q*fcgHfc:J3rt3) 

pi filtr falowodowy (w urzadzeniu do nagrzewania pojemnosciowego) 

pt filtro de guias de ondas (num equipamento de aquecimento dielectrico) 

sv vagledarfilter 
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841-28-28 

puissance utile a haute frequence 

puissance active absorbee par la substance devant etre chauffee 

useful high-frequency power 

active power absorbed by the substance to be heated 

en Mm^m^m 

de Hochfrequenznutzleistung, f 

es potencia util de alta frecuencia 

ja ^affiJUSW^J 

pi moc uzyteczna wielkiej cz^stotliwosci 

pt potencia util de alta frequencia 

sv nyttig hogfrekvenseffekt 

841-28-29 

puissance utile de sortie assignee 

valeur assignee de la puissance active qui peut etre fournie de maniere continue par le 
generateur de chauffage dielectrique a la charge dans les conditions les plus favorables sous 
la tension principale d'alimentation de reseau 

rated useful output power 

rated value of active power which can continuously be supplied by the dielectric heating 
generator to the load with the most favourable matching at mains supply voltage 

ar (AjIxaJJI) 3***»" £j£J1 SjJS 

en m'&^mmia^m 

de Bemessungsausgangsnutzleistung, f 
es potencia util de salida asignada 

ja si&*am* 

pi moc uzyteczna wyjsciowa znamionowa 
pt potencia util de saida estipulada 
sv markuteffekt 



841-28-30 

puissance de I'impulsion 

puissance de sortie a haute frequence qui est superieure a la puissance de sortie assignee et 
dont la valeur autorisee depend de la duree de I'impulsion et de la frequence de repetition 

pulse power 

high-frequency output power greater than the rated output power, its permissible value 
depending on the pulse duration and repetition rate 

ar 4 i'n\\\\ SjJi 

en JHcWljj* 

de Impulsleistung, f 

es potencia de pulso 

ja /<;V7.^Lt) 

pi moc impulsowa 

pt potencia de impulso 

sv pulseffekt 
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841-28-31 

pertes totales 

difference a un instant donne entre la somme des puissances actives absorbees et la somme 
des puissances actives utiles a haute frequence 

[411-53-09 MOD] 

power losses 

difference at a given moment between the total active input power and the total active useful 
high-frequency power 

[411-53-09 MOD] 



ar 


SjjUl jiili 


en 


3&*S5fe 


de 


Verluste, m pi 


es 


perdidas totales 


ja 


«*«* 


Pi 


straty mocy 


pt 


perdas totais 


sv 


effektforluster 


841 


-28-32 



valeur nominale 
valeur de denomination 

valeur d'une grandeur, utilisee pour denommer et identifier un composant, un dispositif, un 
materiel ou un systeme 

NOTE La valeur nominale est generalement une valeur arrondie. 

[151-16-09] 

nominal value 

value of a quantity used to designate and identify a component, device, equipment or system 

NOTE The nominal value is generally a rounded value. 

[151-16-09] 



ar 



en feft'H 

de Nennwert, m 

es valor nominal 

ja teffiffi. 

pi wartosc nominalna 

pt valor nominal 

sv nominellt varde 
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841-28-33 

frequence nominale de chauffage dielectrique 

valeur nominale de la frequence de travail du generateur, qui se situe entre ses valeurs 
minimale et maximale et est marquee sur la plaque signaletique de I'equipement 

NOTE La valeur de la frequence nominale de chauffage dielectrique est habituellement egale a la 
moyenne arithmetique des limites de la bande de frequences (voir CISPR 1 1 ). 

nominal dielectric heating frequency 

nominal value of the working frequency of the generator which lies between its minimal and 
maximal values and is shown on the rating plate of the equipment 

NOTE When the generator operates in the designated frequency band, the nominal frequency is 
usually the arithmetic mean value of both limits of the band (see CISPR 1 1 ). 

ar ^J*^! J>^ lj—V 1 -"J^ 1 

en ^MiP &**»«* 

de Nennwert der dielektrischen Erwarmungsfrequenz, m 

es frecuencia nominal de calentamiento dielectrico 

ja &fowmmm$im 

pi czQstotliwosc nominalna nagrzewania pojemnosciowego 
pt frequencia nominal de aquecimento dielectrico 
sv nominell frekvens for dielektrisk varmning 
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Section 841-29 - Chauffage par hyperfrequences 
Section 841-29 - Microwave heating 



841-29-01 



chauffage par hyperfrequences 
chauffage par micro-ondes 

chauffage d'une substance par I'energie electromagnetique dans la bande de frequences de 
300 MHz a 300 GHz 

microwave heating 

heating of a substance by electromagnetic energy operating in the frequency range from 
300 MHz to 300 GHz 

en ®t&jjqj& 

de Mikrowellenerwarmung, f 

es calentamiento por microondas 

ja -v^f^n^JP^ 

pi nagrzewanie mikrofalowe 

pt aquecimento por hiperfrequencias; aquecimento por microondas 

sv mikrovagsvarmning 



841-29-02 

profondeur de penetration de la puissance 

profondeur, sous une grande surface plane d'une charge, pour laquelle la densite de 
puissance d'une onde plane incidente perpendiculaire a une frequence donnee a diminue 
jusqu'a atteindre 1/e de la valeur de cette densite de puissance a la surface de la charge 

power penetration depth 

depth below a large plane surface of a load where the power density of a perpendicularly 
incident plane wave of a given frequency has decreased to 1/e of the surface value 

ar SjJJU! Jlj2.il J-»c 

en Ijj^JtjSa 

de Leistungseindringtiefe, f 

es profundidad de penetracion de la potencia 

ja /N°7-3i£$?£ 

pi gt$bokosc wnikania mocy 

pt profundidade de penetracao da potencia 

sv intrangningsdjup 
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841-29-03 

profondeur d'absorption de puissance 

profondeur sous la surface d'une charge, au dessus de laquelle la fraction (1-1/e) de la 
puissance surfacique totale absorbee a une frequence donnee a ete absorbe 

NOTE La profondeur d'absorption de puissance pour une grande charge plane avec une incidence 
perpendiculaire est egale a la profondeur de penetration de puissance et est applicable aux modes et 
surfaces courbes. 

power absorption depth 

depth below the surface of a load, above which (1-1/e) of the totally absorbed power flux 
density of a given frequency has been absorbed 

NOTE The power absorption depth for a large plane load with perpendicular incidence equals the 
power penetration depth and is applicable for modes and curved surfaces. 

en Ijj^iRiftjSa 

de Leistungsabsorptionstiefe, f 

es profundidad de absorcion de la potencia 

ja s<V~-m%£$££ 

pi gt$bokosc absorpeji mocy 

pt profundidade de absorcao de potencia 

sv absorptionsdjup 



841-29-04 

distance d'amortissement 

distance d'un plan de reference a un plan ou point en lequel la densite de puissance d'un 
mode d'onde de surface ou evanescent a une frequence donnee a ete reduite a 1/e fois la 
densite de puissance a la surface 

attenuation distance 

distance from a reference plane to the plane or point where the power density of an evanescent or 
surface wave mode of a given frequency has decreased to 1/e of the surface value 

ar jj-AjjJl 4_sLul4 

en M'U&S&M 

de Abklingabstand, m 

es distancia de atenuacion 

ja $&M%iffl 

pi odlegtosc ttumienia 

pt distancia de atenuacao 

sv avklingningsavstand 
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841-29-05 

sechage par hyperfrequences 

chauffage par hyperfrequences destine a I'evaporation de I'eau contenue dans la charge 

microwave drying 

microwave heating consisting in the evaporation of water from the charge 

ar j'^M ** j* 1 ** oil CiIa^jaJIj i_ijiijJl 

en m®LTM 

de Mikrowellentrocknung, f 

es secado por microondas 

ja v-f^o^l 

pi suszenie mikrofalowe 

pt secagem por hiperfrequencias 

sv mikrovagstorkning 

841-29-06 

equipement de chauffage par hyperfrequences 
equipement de chauffage par micro-ondes 

ensemble des dispositifs electriques et mecaniques destines au transfert de I'energie 
hyperfrequence a la charge et comprenant en general les sources d'alimentation electrique, 
les applicateurs, les cables d'interconnexion et les guides d'ondes, le circuit de commande, le 
dispositif de transport de la charge et I'equipement de ventilation 

microwave heating equipment 

assembly of electric and mechanical devices intended for the transfer of microwave energy to 
the charge and comprising in general power supplies, applicators, interconnecting cables and 
waveguides, control circuitry, means for transporting the material and ventilation equipment 



ar 



cn MJP&TS& 

de Mikrowellen-Erwarmungseinrichtung, f 

es equipo de calentamiento por microondas 

ja v^^ottigi 

pi urza.dzenie do nagrzewania mikrofalowego 

pt equipamento de aquecimento por hiperfrequencias 

sv mikrovagsvarmare 



841-29-07 

sechoir a hyperfrequences 

equipement de chauffage par hyperfrequences destine au sechage 

microwave dryer 

microwave heating equipment for drying 

ar j'^»M 4.jaUj^jJ) cjla-j^Jl • »»-^ - 

cn mmT-m%i 

de Trockner mit Mikrowellenerwarmung, m 

es secador por microondas 

ja ^^oStll 

pi suszarka mikrofalowa 

pt secador por hiperfrequencias 

sv mikrovagstork 
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841-29-08 

doucissage par hyperfrequences 

chauffage par hyperfrequences destine au doucissage de la charge 

microwave grinding 

microwave heating consisting of the grinding of the charge 

en fft&ffi# 

de Mikrowellenmahlen, n 

es rectificacion por microondas 

ja -r^^nSEW* 

pi rozdrabnianie mikrofalowe 

pt amaciamento por hiperfrequencias 

sv mikrovagsslipning 

841-29-09 

pasteurisation par hyperfrequences 

chauffage par hyperfrequences destine a la pasteurisation des denrees alimentaires traitees 
comme une charge 

microwave pasteurising 

microwave heating consisting in the pasteurizing of food treated as charge 

ar u^il) A j* 1 ** oil ljL^j^jJLj a jl i ii tit 

en WfcEfcffim 

de Mikrowellenpasteurisieren, n 

es pasteurizacion por microondas 

ja ■?4?&mmM.mw 

pi pasteryzacja mikrofalowa 

pt pasteurizacao por hiperfrequencias 

sv mikrovagspastorisering 

841-29-10 

sterilisation par hyperfrequences 

chauffage par hyperfrequences destine a la sterilisation des produits 

microwave sterilizing 

microwave heating equipment for sterilizing products 

ar j'^'M A j* 1 ** oil ljL^jjjJL sjIxjJI 

en WAVtM 

de Mirkowellensterilisieren, n 

es esterilizacion por microondas 

ja v^^pSff 

pi sterylizacja mikrofalowa 

pt esterilizacao por hiperfrequencias 

sv mikrovagssterilisering 
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841-29-11 

applicateur d'hyperfrequences 
applicateur de micro-ondes 

dispositif qui permet I'application de I'energie hyperfrequence a la charge 

microwave applicator 

structure which applies the microwave energy to the load 

ar jj*all\ * j* 1 ** gJI ljL^j^jJI Jjjia.4 

cn m$L&!k& 

de Anwendungseinrichtung fiir Mikrowellen, f 

es aplicador de microondas 

ja v^^nST^y^^ 

pi aplikator mikrofalowy 

pt aplicador de hiperfrequencias; aplicador de microondas 

sv mikrovagsapplikator 



841-29-12 

charge micro-onde 

ensemble des objets introduits dans I'applicateur ou places dans la position desiree a cote 
d'un applicateur ouvert 

microwave load 

objects introduced into the applicator or put in the intended position near an open applicator 

ar j 1 ^*M **;** '•"• -t) ljI^j^JLj J »■* 

cn Wfcftm 

de Mikrowellencharge, f 

es carga de microondas 

ja W^oSM 

pi obcia.zenie mikrofalowe 

pt carga microonda 

sv mikrovagslast 

841-29-13 

charge de travail micro-onde 

objet devant etre traite par hyperfrequences 

microwave workload 

object to be treated by microwaves 

cn mfcxft&m 

de Mikrowellenarbeitscharge, f 

es carga de trabajo de microondas 

ja ^-f^nSf^HA# 

pi obcia.zenie mikrofalowe robocze 

pt carga de trabalho microonda 

sv 
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841-29-14 

transparence aux hyperfrequences 
transparence aux micro-ondes 

propriete d'un materiau qui absorbe de maniere negligeable et reflechit les hyperfrequences 

NOTE La valeur de la permittivite relative d'un materiau transparent aux hyperfrequences est 
habituellement inferieure a 7 et la valeur du facteur de pertes est habituellement inferieure a 0,015. 

microwave transparency 

property of a material having negligible absorption and reflection of microwaves 

NOTE The relative permittivity of a microwave transparent material is usually less than 7 and the loss 
factor is usually less than 0,015. 

ar j'^'M A j* 1 ** aJl ljI^j^JI 4.jiLLi 

en m$LM&& 

de Mikrowellendurchlassigkeit, f 

es transparencia a las microondas 

ja -^^n^^il 

pi przezroczystosc dla mikrofal 

pt transparencia as hiperfrequencias 

sv mikrovagstransparens 



841-29-15 

four a chauffage hyperfrequence 
four a micro-ondes 

appareil de chauffage par hyperfrequences comportant une chambre de chauffe 

microwave oven 

microwave heating equipment comprising a heating chamber 

ar j.ua!!! 4-jAl null tliLi-j^Jl J3jj» 

en mw.fr 

de Mikrowellenofen, m 

es homo de microondas 

ja v^f^oSt^^y 

pi piec mikrofalowy 

pt forno de aquecimento por hiperfrequencias; forno de microondas 

sv mikrovagsugn 



841-29-16 

generateur d'hyperfrequences 
generateur de micro-ondes 

source utilisee pour produire de I'energie electromagnetique dans la bande de frequences 
300 MHz a 300 GHz 

microwave generator 

source used to produce electromagnetic energy in the frequency range from 300 MHz to 
300 GHz 

ar j'fitll 4-iAl n n\\ £iL^jj>1\ lljjt 

cn WW&k^ 

de Mikrowellengenerator, m 

es generador de microondas 

ja ^^oSfSI 

pi generator mikrofalowy 

pt gerador de hiperfrequencias 

sv mikrovagsgenerator 
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841-29-17 

cavite mono-mode 
cavite unimodale 

cavite avec un mode determine de volume d'onde electromagnetique 

single mode cavity 

cavity with one intended volume mode of electromagnetic wave 

cn %.m\mi& 

de Einmodenkammer, f 

es cavidad monomodo 

ja £-*- K£JH#Jg# 

pi rezonator z jednym rodzajem pola 

pt cavidade monomodal 

sv enkelmodskavitet 



841-29-18 
cavite multimode 

cavite comportant au moins deux modes determines de volume a la meme frequence 

multimode cavity 

cavity with at least two intended volume modes at the same frequency 

ar jj-ju-aJl a -*M l ij jaj 

cn zmmm®. 

de Mehrmodenkammer, f 

es cavidad multimodo 

ja -?/V^*- Kffiffl*»« 

pi rezonator o wielu rodzajach pola 

pt cavidade multimodal 

sv flermodskavitet 

841-29-19 

cavite a hyperfrequences 
cavite a micro-ondes 

espace clos par des parois internes metalliques et une porte ou une ouverture d'acces, et 
dans lequel la charge est placee 

microwave cavity 

space enclosed by inner metal walls and a door or an access opening and in which the load is 
placed 

ar j^all\ AjaUj^JI ljL^j^jJI l ij jaj 

cn ft&i££j£ 

de Mikrowellenkammer, f 

es cavidad de microondas 

ja v^^pMS*^ 

pi wn$ka mikrofalowa 

pt cavidade de hiperfrequencias 

sv mikrovagskavitet 
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841-29-20 

enceinte hyperfrequence 
enceinte micro-onde 

dispositif qui est concu pour confiner I'energie hyperfrequence dans une region definie 

NOTE Une cavite, les joints d'etancheite d'une porte et les guides d'ondes sont des exemples 
d'enceintes hyperfrequences. 

microwave enclosure 

structure which is intended to confine microwave energy to a defined region 
NOTE Examples are a cavity, door seals and waveguides. 



ar 



cn wmbi; m&mk 

de Mikrowellengehause, n 

es envolvente de microondas 

ja W^p»#± 5 m) fo 

pi obudowa mikrofalowa 

pt recinto de hiperfrequencias 

sv mikrovagsinneslutning 



841-29-21 

ouverture d'acces 

ouverture libre dans une enceinte hyperfrequence, ou absence de moyens mecaniques 
I'interdisant 

access opening 

free opening into the microwave enclosure, or lack of mechanical means prohibiting it 

ar J-SJ-aJl <taa£ 

cn ffiftP 

de Zugangsoffnung, f 

es apertura de acceso 

ja MPSI3 

pi otwor dost^powy 

pt abertura de acesso 

sv atkomstoppning 

841-29-22 

guide d'ondes (d'un four ou dispositif de chauffage a hyperfrequences) 

ligne de transmission entre le generateur et I'applicateur, comprenant un tube conducteur 

NOTE Voir 726-01-02 pour la definition generale d'un guide d'ondes. 

waveguide (of a microwave heater or oven) 

transmission line between the generator and applicator, comprising a conductive tube 

NOTE See 726-01-02 for the general definition of a waveguide. 

ar (j'fTJIt 4-jAl null LJl^j-aJl Qji ji ^la mil) 4.^ja!) JjJj 

cn mwiWWLMM^mmmfm 

de Wellenleiter (fur eine Mikrowellenerwarmungseinrichtung oder einen Mikrowellenofen), m 
es guia de ondas (de un homo o dispositivo de calentamiento de microondas) 

ja *ssiff (-?4? v*mummxi-±7i--y°y<D) 

pi falowod (nagrzewnicy mikrofalowej lub pieca) 

pt guia de ondas (de urn forno ou aquecedor por hiperfrequencias) 

sv vagledare 
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841-29-23 

dispositif de brassage micro-onde 

dispositif mobile qui modifie la relation hyperfrequence entre la charge dans une cavite et le 
generateur par des moyens mecaniques, electriques ou magnetiques 

microwave stirrer 

moving device which changes the microwave relationship between the load in a cavity and the 
generator by mechanical, electrical or magnetic means 

en m®LMW% 

de Mikrowellenriihrwerk, n 

es agitador de microondas 

ja ^*oRflt«M8 

pi mieszadto mikrofalowe 

pt agitador de microondas 

sv mikrovagsomrorare 



841-29-24 

reflecteur 

dispositif dans une cavite multimode dont la dimension est plus grande que la longueur 
d'onde des hyperfrequences et qui reflechit I'energie hyperfrequence selon des lois proches 
de celles de I'optique 

reflector 

device in a multimode cavity which is larger than the wavelength of the microwaves and 
quasi-optically reflects microwave energy 



ar 


<_>*_£ Lfr 


en 


&M% 


de 


Reflektor, m 


es 


reflector 


ja 


Rftm 


Pi 


reflektor 


Pt 


reflector 


sv 


mikrovags reflektor 


841 


-29-25 


deflecteur 



dispositif dont la dimension est normalement plus petite que la longueur d'onde des 
hyperfrequences et qui modifie la relation hyperfrequence dans son voisinage par diffraction 
et/ou resonance 

deflector 

device which is normally smaller than the wavelength of the microwaves and changes the 
microwave relationship in its vicinity by diffraction and/or resonance 



ar 


uijL_» 


en 


iSf^H 


de 


Ablenkelement, n 


es 


deflector 


ja 


ffiifflii 


Pi 


deflektor 


Pt 


deflector 


sv 


mikrovagsspridare 
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841-29-26 

porte de cavite 

element de la structure qui peut etre ouvert sans utiliser un outil, afin d'acceder a la cavite en 
usage normal 

cavity door 

structural element which can be opened without the use of a tool, for access to the cavity in 
normal use 

en jen 

de Kammertur, f 

es puerta de cavidad 

ja JtM&W 

pi drzwi wn$ki; drzwi rezonatora 

pt porta de cavidade 

sv kavitetslucka 



841-29-27 

porte de maintenance 

dispositif de la structure d'une enceinte micro-onde qui ne peut etre ouverte qu'en utilisant un outil 

maintenance door 

structural feature of the microwave enclosure which can be opened only by the use of a tool 

en £tttH 

de Wartungstur, f 

es puerta de mantenimiento 

ja %^-mm 

pi drzwi konserwacyjne 
pt porta de manutencao 
sv underhallslucka 



Section 841-30 - Chauffage par bombardement electronique 
Section 841-30 - Electron beam heating 

841-30-01 

faisceau electronique 

flux d'electrons emis a partir d'une source et se deplagant le long de trajectoires determinees 
avec exactitude a de tres grandes vitesses 

electron beam 

electron flux emitted from one source and moving along the exactly determined tracks with 
very great velocities 

ar **Sjj5Siyi *-0»Jl 

en sfe^JlC 

de Elektronenstrahl, m 

es haz electronico 

ja tf-f-A 

pi wia.zka elektronowa 

pt feixe de electroes 

sv elektronstrale 
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841-30-02 

chauffage parfaisceau electronique 

chauffage electrique qui conduit a la generation de chaleur par absorption de I'energie 
cinetique de un ou plusieurs faisceaux electroniques acceleres dans un champ electrique 

electron beam heating 

electric heating consisting of heat generation as the result of absorption of the kinetic energy 
of one or more electron beams, accelerated in electric field 

en f&TMtQtfo 

de Elektronenstrahlerwarmung, f 

es calentamiento por haz electronico 

ja tt^-t'-Ajpf^ 

pi nagrzewanie elektronowe 

pt aquecimento porfeixe de electroes 

sv elektronstralevarmning 



841-30-03 
ventre 

emplacement du faisceau electronique dans le canon, caracterisee par une section minimale 

waist 

place of electron beam in gun area, characterized by minimal section 

ar (6-^) -k-^J 

en MM 

de Einschniirung, f 

es vientre 

ja p*^*?- 

pi talia 

pt ventre 

sv stralknippsmidja 

841-30-04 

equipement de chauffage a bombardement electronique 

equipement electrothermique utilisant le chauffage parfaisceau electronique 

electron beam heating equipment 

electroheat equipment using electron beam heating 



ar 



A.jJjjj.SJVI <L«jaJIj ^jjA unit JI^a 

en f&TMtn1fo : ®.& 

de Elektronenstrahl-Erwarmungseinrichtung, f 

es equipo de calentamiento por haz electronico 

ja m^t'-Ajpff^g 

pi urza^dzenie do nagrzewania elektronowego 

pt equipamento de aquecimento por feixe de electroes 

sv elektronstraleutrustning for varmning 
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841-30-05 

four a bombardement d'electrons 

equipement de chauffage electrique comportant une enceinte dans laquelle une charge est 
chauffee sous vide par un ou plusieurs faisceaux electroniques 

electron beam furnace 

electron beam heating equipment with a chamber, in which a charge is heated in vacuum by 
one or more electron beams 



ar 



en f&TM'tf' 

de Elektronenstrahlofen, m 

es homo de haz de electrones 

ja fl^-tf— £>& 

pi piec elektronowy 

pt forno de feixe de electroes 

sv elektronstraleugn 



841-30-06 

dispositif de chauffage a bombardement d'electrons 

equipement de chauffage electrique ne comportant pas d'enceinte, dans lequel la charge est 
chauffee par un ou plusieurs faisceaux electroniques diriges en dehors d'une zone sous vide 

electron beam heater 

electron beam heating equipment without a chamber, in which a charge is heated by one or 
more electron beams led out of vacuum area 



ar 



A.jJjjISJVI 4-ajaJb (jl A i nit 

cn ^TMiam^ 

de Elektronenstrahlheizer, m 

es calentador por haz de electrones 

ja MTV-J>.fimW. 

pi nagrzewnica elektronowa 

pt aquecedor por feixe de electroes 

sv elektronstralevarmare 
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841-30-07 

micromachine a bombardement d'electrons 

equipement a bombardement d'electrons destine a I'usinage fin de materiaux a I'aide d'un 
faisceau electronique provoquant un chauffage localise 

NOTE Des exemples d'application sont le decoupage, I'arasement, I'evidement, le soudage, les 
procedes de traitement thermique et d'evaporation. 

electron beam micromachine 

electron beam equipment applied to fine machining of materials by means of concentrated 
electron beam 

NOTE Examples of applications are cutting, milling, hollowing, welding, heat treatment and 
evaporation processes. 

a|- 4.jJjjj.£J! 4-ajaJ jkj*al\ 4.jALij-a 4jj£La 

cn ^TMW^UDXU 

de Elektronenstrahl-Mikrobearbeitung, f 

es micromaquina por haz de electrones 

ja tt\f—J*~*4 9um 

pi mikroobrabiarka elektronowa 

pt micromaquina de feixe de electroes 

sv elektronstraleutrustning for mikrobearbetning 

841-30-08 

canon a electrons 
canon electronique 

systeme qui permet la generation, la formation et I'acceleration de un ou plusieurs faisceaux 
electroniques 

electron gun 

system of generating, forming and accelerating one or more electron beams 

ar cr'jJ^V t^' 

cn fe^ptft 

de Elektronenkanone, f 

es canon de electrones 

ja MTflL 

pi wyrzutnia elektronowa 

pt canhao de electroes; canhao electronico 

sv elektronkanon 
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841-30-09 

canon a electrons a symetrie axiale 

canon a electrons comportant une anode de structure, emettant un faisceau electronique 
cylindrique de telle facon que les surfaces des sections dans les zones d'emission et 
d'absorption forment un angle inferieur a 90° 

electron gun of axial symmetry 

electron gun with a structural anode, emitting a cylindrical electron beam formed so, that the 
section surfaces in the emission and absorption areas form an angle less than 90° 

ar tsjj*- 9 JSUj jJ ^JjjjSjJI jij-a 

en ttJtfftife^fe 

de achsensymmetrische Elektronenkanone, f 

es canon de electrones de simetria axial 

ja mttmn^m 

pi wyrzutnia o symetrii osiowej; wyrzutnia osiowa 
pt canhao de electroes com simetria axial 
sv elektronkanon med axiell symmetri 



841-30-10 

canon a electrons a emission de plasma 

canon electronique dans lequel I'emetteur direct ou indirect d'electrons est un plasma a 
decharge luminescente 

electron gun with plasma emission 

electron gun, in which the direct or indirect electron emitter is a glow-discharge plasma 

ar \-*2*-i (^i) <^*^W lt'JJ^! J-*- 14 

en mm?w%$$&Ttk 

de Elektronenkanone mit Plasmaemission, f 

es canon de electrones de emision de plasma 

ja yyX-^ikiiim^m 

pi wyrzutnia plazmoemisyjna 

pt canhao de electroes com emissao de plasma 

sv elektronkanon med plasmaemitter 

841-30-11 

canon externe 

canon pompe separement 

canon a electrons situe en dehors de I'enceinte de travail, le canon et I'enceinte comportant 
des groupes de pompage a vide separes 

external gun 

electron gun placed outside the work chamber; the gun and the chamber have separate 
vacuum pumping sets 

ar u-i-j-*- £-^ 

en *hSt& 

de Auftenkanone, f 

es canon externo 

ja Kurn 

pi wyrzutnia zewn$trzna 

pt canhao externo; canhao bombeado separadamente 

sv yttre elektronkanon 
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841-30-12 

canon interne 
canon sous vide 

canon a electrons situe entierement a I'interieur de I'enceinte de travail, les groupes de 
pompage a vide etant communs au canon et a I'enceinte 

internal gun 

electron gun operating within the work chamber; the gun and chamber have the common 
vacuum pumping set 

ar u-I»lJ friA» 

en rtBlfe 

de Innenkanone, f 

es canon interno 

ja rtg|5$D 

pi wyrzutnia wewn^trzna 

pt canhao interno; canhao sob vacuo 

sv inre elektronkanon 



841-30-13 

canon a electrons a faisceaux multiples 

canon a electrons qui genere plusieurs faisceaux electroniques et dans lequel les composants 
a I'exception de la cathode peuvent etre communs a plusieurs faisceaux electroniques 

multi-beam electron gun 

electron gun of many electron beams, in which some components except for the cathode, can 
be common for many electron beams 

ar (»>sJ! JJ*^" tr'jj^! fri-^ 

en ZMfc^fe 

de Mehrstrahl-Elektronenkanone, f 

es canon de electrones de haces multiples 

ja #Hf-At^ 

pi wyrzutnia elektronowa wielowicjzkowa 

pt canhao de electroes de feixes multiplos 

sv flerstralig elektronkanon 

841-30-14 

canon a electrons annulaire 

canon a electrons qui dispose d'une cathode directement chauffee de forme annulaire 

ring-shaped electron gun 

electron gun with the ring-shaped directly heated cathode 

ar y^la. (yjjjil! 2-5i« 

en if^ft^lfe 

de ringformige Elektronenkanone, f 

es canon de electrones anular 

ja mvtMTm 

pi wyrzutnia elektronowa pierscieniowa 

pt canhao de electroes anelar 

sv elektronkanon med ringformad katod 
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841-30-15 

canon a emission thermoelectronique 
canon a emission thermoionique 

canon a electrons dans lequel I'emetteur d'electrons est constitue d'une ou plusieurs 
cathodes chaudes 

thermionic emission gun 

electron gun in which an electron emitter has one or more hot cathodes 

ar tsj'j^ (jjjji (^^l) fr^ 

en ®f&?%$ifo 

de Gliihemissionskanone, f 

es canon de emision termoelectronica 

ja m^^r^tkiUm, 

pi wyrzutnia termoemisyjna 

pt canhao de emissao termoionica 

sv elektronkanon med glodkatod 



841-30-16 

canon a electrons transversal 

canon a electrons dans lequel I'anode ou I'anode de structure emet un ou plusieurs faisceaux 
electroniques de telle fagon que les surfaces des sections dans les zones d'emission et 
d'absorption forment un angle superieur a 90° 

transverse electron gun 

electron gun with the anode or structural anode emitting one or more electron beams formed 
in such a way, that the section surfaces in the emission and absorption areas make an angle 
greater than 90° 

ar (jajxi uiA ^jjjjiij jJ±a 

en ffiftfe^ffc 

de Querelektronenkanone, f 

es canon de electrones transversal 

ja mmm^-m 

pi wyrzutnia elektronowa poprzeczna 
pt canhao de electroes transversal 
sv transversell elektronkanon 



841-30-17 

canon diode 

canon a electrons dont le potentiel de I'electrode de commande est egal au potentiel de la 
cathode 

diode gun 

electron gun having the potential of control electrode equal to potential of the cathode 

ar yJ>-Sj f»L**A J-SJ-« 

en -ftft 

de Diodenkanone, f 

es canon diodo 

ja raft 

pi wyrzutnia diodowa 
pt canhao diodo 
sv diodkanon 
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841-30-18 

canon triode 

canon a electrons dans lequel I'electrode de concentration a un potentiel negatif par rapport 
au potentiel de la cathode 

triode gun 

electron gun wherein the focusing electrode has a negative potential in relation to the cathode 

ar JE& j»<-«*fl j-iia 

en H$*& 

de Triodenkanone, f 

es canon triodo 

ja 3ffi1ff$D 

pi wyrzutnia triodowa 

pt canhao triodo 

sv triodkanon 



841-30-19 

anode independante (d'un canon a electrons) 

charge qui opere comme une anode et rend possible I'acceleration d'un ou plusieurs 
faisceaux electroniques dans des canons a electrons sans anode, de la meme maniere qu'un 
element separe de la structure 

separate anode (of an electron gun) 

charge operating as an anode, making possible accelerating one or more electron beams in 
guns without anode as a separate structural element 

ar 



(^jjiiiyi jij-»l!) J^iL. 

en ^-Mmm. (fc^teW) 

de Einzelanode (einer Elektronenkanone), f 

es anodo independiente (de un canon de electrones) 

ja 3-ftMi (S^tt©) 

pi anoda obca (wyrzutni elektronowej) 

pt anodo independente (de um canhao de electroes) 

sv separat anod 



841-30-20 

anode de structure (d'un canon a electrons) 



anode constituant un composant de la structure du canon a electrons, et qui rend possible 
I'acceleration d'un ou plusieurs faisceaux electroniques a I'interieur de ce canon 

structural anode (of an electron gun) 

anode, being the structural component of an electron beam gun, enabling the acceleration of 
one or more electron beams within the gun 



en igmmm. (*-t-*mj) 

de Festkorperanode (einer Elektronenkanone), f 

es anodo de estructura (de un canon de electrones) 

ja m&mm («^a©) 

pi anoda wtasna (wyrzutni elektronowej) 

pt anodo estrutural (de um canhao de electroes) 

sv strukturell anod 
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841-30-21 

cathode froide (d'un canon a electrons) 

cathode qui n'exige pas d'etre chauffee pour produire remission electronique voulue 

cold cathode (of an electron gun) 

cathode which does not require heating to produce the desired electron emission 

ar (<yjj^y! jiiJi) Jjb Ja^-. 

en n-mu (*t*mj) 

de Kaltkathode (einer Elektronenkanone), f 
es catodo frio (de un canon de electrones) 

ja %sm& m^-m,!?)) 

pi katoda zimna (wyrzutni elektronowej) 
pt catodo frio (de um canhao de electroes) 
sv kallkatod 

841-30-22 

cathode chaude (d'un canon a electrons) 

cathode qui doit etre chauffee pour produire remission electronique voulue 

hot cathode (of an electron gun) 

cathode that must be heated to produce the desired electron emission 

en mmm (*t*mj) 

de Gluhkathode (einer Elektronenkanone), f 
es catodo caliente (de un canon de electrones) 

ja mmu (m^m<D) 

pi termokatoda (wyrzutni elektronowej); katoda zarzona (wyrzutni elektronowej) 
pt catodo quente (de um canhao de electroes) 
sv glodkatod 

841-30-23 

electrode de commande 

electrode utilisee pour amorcer ou faire varier un courant d'electrode 
[531-22-01] 

control electrode 

electrode used to initiate or vary an electrode current 
[531-22-01] 

ar .* *"■"*) <_iJa2 

en e«*S 

de Steuerelektrode, f 

es electrodo de control 

ja *J»ttffi 

pi elektroda steruja^ca 

pt electrodo de controlo 

sv styrelektrod 
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841-30-24 

diaphragme d'ouverture 

ouverture dans I'ecran installe sur le parcours du faisceau electronique, qui limite le diametre 
du faisceau electronique et permet de conserver Tangle d'ouverture optimal 

aperture diaphragm 

aperture in the screen installed on the way of electron beam, that limits beam diameter and 
keeps the optimal opening angle 



ar 



cn ?LB8 

de Aperturblende, f 

es diafragma de apertura 

ja |P«^T77A 

pi przystona aperturowa 

pt diafragma de abertura 

sv blandare 



841-30-25 

dispositif de deflexion du faisceau electronique 

systeme de bobines electromagnetiques ou d'electrodes de deflexion destine a produire un 
deplacement spatial du faisceau d'electrons genere dans le canon a electrons 

electron beam deflection system 

electromagnetic coil or deflecting electrodes system, applied to spatial displacement of 
electron beam generated in electron beam gun 



ar 



cn f&^mwift%m 

de Elektronenstrahl-Ablenksystem, n 

es sistema de desviacion del haz electronico 

ja tft'-Ai|S]->7fi 

pi uktad odchylaja.cy wia.zk$ elektronowa. 

pt deflector de feixe de electroes 

sv avlankningssystem 



841-30-26 

dispositif de balayage d'un faisceau electronique 



dispositif electromagnetique ou electrostatique destine a commander le mouvement d'un 
faisceau electronique sur la surface de chauffage de la charge 

electron beam scanning system 

electromagnetic or electrostatic device for controlling the movement of an electron beam over 
the charge heating surface 

cn ^M&mMm 

de Elektronenstrahl-Abtastsystem, n 

es dispositivo de barrido de un haz electronico 

ja ft^F-f— AMWfA 

pi uktad steruja.cy ruchem wia.zki elektronowej 

pt sistema de varrimento de feixe de electroes 

sv svepsystem 
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841-30-27 

dispositif de focalisation 

bobine electromagnetique ou systeme de bobines ou de condensateurs a plaques destine a 
focaliser un faisceau electronique sur la surface de chauffage de la charge 

focusing system 

electromagnetic coil, system of coils or capacitor plates, making possible the focusing of 
electron beam over the charge heating surface 

ar iSJJi J^J 2 ft-^i 

en mmium 

de Fokussierungssystem, n 

es sistema de focalizacion 

ja |£v'^ri 

pi uktad ogniskuj^cy 

pt sistema de focagem 

sv fokuseringssystem 



841-30-28 
systeme de visee 

dispositif permettant d'observer la zone d'action d'un faisceau electronique sur la charge 

optical viewing system 

system enabling the observation of the area of the electron beam effect on the charge 

ar 4.-- ^J-^ ^—ijj ~ l 

en ythmm^m 

de optisches Betrachtungssystem, n 

es sistema de visualization 

ja MI'^fA 

pi uktad wziernikowy 

pt sistema de mira 

sv optisk tittglugg 

841-30-29 

tension d'acceleration d'un faisceau 

difference de potentiel entre la cathode et I'anode et servant a creer un champ electrique 
destine a accelerer les electrons 

beam accelerating voltage 

potential difference between the cathode and the anode, to generate an electric field for 
acceleration of electrons 

ar A-aj-aJI (J-j-^*j -H* 

en ^JPjS^JI 

de Strahlbeschleunigungsspannung, f 

es tension de aceleracion del haz 

ja If— AflnjgfllJEE 

pi napi$cie przyspieszaja^ce wi^zki 

pt tensao de aceleracao de um feixe 

sv accelerationsspanning 
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841-30-30 

profondeur de penetration d'un faisceau electronique 

epaisseur de la couche de surface de la charge dans laquelle s'effectue la conversion de 
pratiquement la totalite de I'energie cinetique des electrons absorbes 

electron penetration depth 

thickness of charge surface layer, where conversion of practically total kinetic energy of 
absorbed electrons is accomplished 

ar Cijjmy JIjj-^I J-** 

en fe^jtAiffi 

de Elektroneneindringtiefe, f 

es profundidad de penetracion de un haz electronico 

ja m^-MMm^ 

pi gt$bokosc wnikania elektronow 

pt profundidade de penetracao de um feixe de electroes 

sv intrangningsdjup 



841-30-31 

perveance 

quotient du courant de convection moyen par, soit la puissance 3/2 de la tension qui 
correspond a I'energie cinetique moyenne des porteurs de charge dans une section donnee 
d'un faisceau, soit la puissance 3/2 de la tension de I'electrode acceleratrice 

[531-17-18] 

perveance 

quotient of the mean convection current by the 3/2 power of the voltage that corresponds to 
the mean kinetic energy of the charge carriers within a stated cross-section of the beam or by 
the 3/2 power of the voltage of the accelerating electrode 



[53' 


1-17-18] 


ar 


Jj-i-* 


en 


wm%m 


de 


Perveanz, f 


es 


perveancia 


ja 


/-?— h'T^* 


Pi 


perweancja 


Pt 


perveancia 


sv 


perveans 



182 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



SECTION 841-31 - CHAUFFAGE PAR PLASMA 
Section 841-31 - Plasma heating 

841-31-01 

plasma 

tout gaz ionise compose d'electrons libres, d'ions et de particules neutres (atomes et/ou 
molecules), electriquement neutre a I'echelle macroscopique et conducteur de I'electricite 

plasma 

any ionized gas consisting of free electrons, ions and neutral particles (atoms and/or 
molecules), electrically neutral on a macroscopic scale and electrically conductive 

ar t— «J5Lj 

en mn^w 

de Plasma, n 

es plasma 

ja 7"9X-r 

pi plazma 

pt plasma 

sv plasma 



841-31-02 

chauffage par plasma 

mode de chauffage utilisant le plasma thermique comme source de chaleur 

plasma heating 

method of heating using thermal plasma as a heat source 

ar I — "O^-J^W uj a mill 

en ^MTWinfo 

de Plasmaerwarmung, f 

es calentamiento por plasma 

ja t/yX-vJpf^ 

pi nagrzewanie plazmowe 

pt aquecimento por plasma 

sv plasmavarmning 

841-31-03 
generateur de plasma 

equipement qui permet de convertir un gaz en plasma au moyen de I'energie electrique 

plasma generator 

equipment by which a gas is converted into plasma, using electric energy 

ar I— aj^sUJI jjj-i 

en mn?W%±% 

de Plasmagenerator, m 

es generador de plasma 

ja y^X^JStS 

pi generator plazmy 

pt gerador de plasma 

sv plasmagenerator 
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841-31-04 
stabilisation du plasma 

methode utilisee pour confiner spatialement et entretenir le plasma 

plasma stabilization 

method used to spatially confine and maintain the plasma 

ar t-«j^J1 jtjil^t 

en ^fc^ttiftfc 

de Plasmastabilisierung, f 

es estabilizacion de plasma 

ja /7XvgJ 

pi stabilizacja plazmy 

pt estabilizacao do plasma 

sv plasmastabilisering 

841-31-05 

plasma froid 

plasma hors equilibre thermique dans lequel la temperature electronique (moyenne) est 
superieure a la temperature des particules lourdes 

NOTE En usage industriel, ce plasma est normalement genere par une decharge electrique dans un 
gaz sous faible pression. 

cold plasma 

non-equilibrium plasma where the (mean) electron temperature is higher than the heavy 
particle temperature 

NOTE In industrial uses this plasma is normally generated by an electric discharge in low pressure 
gas. 

ar »Jjl— ; I — a j^-i 

en ftm&TW-A&U^TW 

de Kaltplasma, n 

es plasma frio 

ja {SSL:/ 7 XV 

pi plazma zimna; plazma niskotemperaturowa 

pt plasma frio 

sv kallt plasma 



841-31-06 

plasma chaud 

plasma a un degre eleve d'ionisation, caracterisee par une energie cinetique des electrons 
superieure a 20 eV 

high temperature plasma 

plasma at high degree of ionization, characterized by kinetic energy of electrons over 20 eV 

en MWl^M^W 

de Hochtemperaturplasma, n 

es plasma de alta temperatura 

ja mm-fy^-7 

pi plazma wysokotemperaturowa 
pt plasma de alta temperatura 
sv hett plasma 
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841-31-07 
plasma thermique 

plasma en equilibre thermodynamique local, a environ la pression atmospherique ou au dela 

NOTE Dans les normes CEI relatives aux equipements ou installations, I'utilisation du seul mot 
«plasma» pour «plasma thermique» est toleree. 

thermal plasma 

plasma in local thermodynamic equilibrium, at around atmospheric pressure or above 

NOTE In IEC standards, related to equipment or installations, the use of the plain word "plasma" for 
"thermal plasma" is tolerated. 

ar ^Jjlj-^ ' — *J5Lj 

en *«*?# 

de thermisches Plasma, n 

es plasma termico 

ja ^T^Xt 

pi plazma izotermiczna 

pt plasma termico 

sv termiskt plasma 

841-31-08 

plasma basse pression 

plasma en desequilibre a une pression generalement inferieure a 10 5 Pa, par exemple I'ionosphere, la 
zone de decharge dans les tubes a decharge et les fours ioniques 

low pressure plasma 

non equilibrium plasma at a pressure generally lower than 10 5 Pa, e.g. ionosphere, discharge 
area in gas discharge tubes and ion furnaces 



ar 



en HkS-^M^W 

de Niederdruckplasma, n 

es plasma de baja presion 

ja ISffit/yXv 

pi plazma niskocisnieniowa 

pt plasma de baixa pressao 

sv lagtrycksplasma 



841-31-09 

plasma haute pression 
plasma a haute pression 

plasma a une pression superieure a 10 5 Pa, par exemple la matiere stellaire, la zone d'arc de 
decharge dans un equipement a plasma ou a arc de decharge 

high pressure plasma 

plasma at pressure exceeding 10 5 Pa, e.g. stellar matter, area of arc discharge in arc 



discharge or plasma equipment 



ar 



en ^B^MTW 

de Hochdruckplasma, n 

es plasma de alta presion 

ja MffiT'yX-x' 

pi plazma wysokocisnieniowa 

pt plasma de alta pressao 

sv hogtrycksplasma 
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841-31-10 

plasma thermique d'arc 
plasma d'arc 

plasma thermique genere par une decharge electrique entre des electrodes dans un fluide 

NOTE La colonne d'arc plasma etant caracterisee par une densite de courant elevee, jusqu'a 
100 A/mm 2 , sous des pressions du meme ordre que la pression atmospherique 

arc plasma 

arc thermal plasma 

thermal plasma generated by an electric discharge between electrodes in a fluid 

NOTE The plasma arc column is characterized by high current density, up to 100 A/mm 2 , at pressures 
of the same order as atmospheric pressure 

ar tsjlj*- 1 ' a- jill ^J^-;; a^j-^l i — *J^*-j 

en Wm&TW; 3H&^T# 

de Lichtbogenplasma, n; thermisches Lichtbogenplasma, n 

es plasma de arco; plasma termico de arco 

ja 7-^7'7Xv;7-^l7'7X-7 

pi plazma tukowa 

pt plasma (termico) de arco 

sv ljusbagsplasma 



841-31-11 

arc de plasma 

decharge d'arc prenant place dans un espace limite de forme appropriee avec un flux de gaz 
d'une composition chimique determinee 

plasma arc 

arc discharge taking place in appropriately shaped and limited space with a flux of gas of a 
specified chemical composition 



ar 



en ^MTWM, 

de Plasmabogen, m 

es arco de plasma 

ja ^7Xv7-^ 

pi wytadowanie tukowe stabilizowane; tuk plazmowy 

pt arco de plasma 

sv plasmaurladdning 
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841-31-12 

plasma inductif 
plasma d'induction 

plasma thermique dans lequel I'ionisation du gaz est obtenue par excitation dans un champ 
electromagnetique haute frequence, a environ la pression atmospherique 

inductive plasma 

thermal plasma in which ionization is obtained by excitation of a gas in a high-frequency 
electromagnetic field, at around atmospheric pressure 



ar 


<*t -\\\ I—O^Lj 


en 


BM^MTW 


de 


induktives Plasma, n 


es 


plasma inductivo 


ja 


lf^7X-7 


Pi 


plazma indukcyjna 


pt 


plasma de inducao 


sv 


induktionsplasma 


841 


-31-13 



plasma micro-ondes 
plasma hyperfrequences 

plasma thermique dans lequel I'ionisation est obtenue par un chauffage resistif et micro- 
ondes du a un champ electromagnetique a micro-ondes 

microwave plasma 

thermal plasma in which ionization is obtained by resistance and microwave heating due to a 
microwave electromagnetic field 

en m^t# 

de Mikrowellenplasma, n 

es plasma de microondas 

ja -v^njgr/yX-v 

pi plazma mikrofalowa 

pt plasma de hiperfrequencias; plasma de microondas 

sv mikrovagsplasma 

841-31-14 

gaz plasmagene 

tout gaz, vapeur ou fluide devant etre porte a I'etat de plasma 

plasma gas 

any gas, vapour or fluid to be brought to the state of plasma 

ar I— »j5U_ll jUfr 

en mn^WTWHw 

de Plasmagas, n 

es gas de plasma 

ja y^Xv^f^ 

pi gaz plazmogenny 

pt gas de plasma 

sv plasmagas 
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841-31-15 

amorgage d'une torche a plasma 

debut du changement d'etat du gaz plasmagene, de I'etat non ionise a I'etat plasma, 
provoque par un dispositif de demarrage 

ignition of a plasma torch 

initiation of the transition from non-ionized plasma gas state to plasma state, carried into 
effect by a starting-up equipment 



ar 



cn mn^wm^x 

de Ziindung eines Plasmabrenners, f 

es ignicion de una antorcha de plasma 

ja •fy^-^Y—^&X 

pi zapton plazmotronu 

pt ignicao de uma tocha de plasma 

sv tandning av plasmabrannare 



841-31-16 

dispositif d'amorgage a haute frequence (d'une torche a plasma) 

dispositif utilise dans une torche a plasma a arc pour amorcer I'arc au moyen d'une decharge 
electrique a haute frequence entre les electrodes 

high-frequency ignition device (of a plasma torch) 

device used in an arc plasma torch to ignite the arc by a high frequency electric discharge 
between the electrodes 

ar (l-»j5UI ^U^) J\& jjjj jj Jbuil jLf». 

cn nm&xms. cwhmew) 

de Hochfrequenzzundungseinrichtung (eines Plasmabrenners), f 

es dispositivo de ignicion de alta frecuencia (de una antorcha de plasma) 

ja &ffi$.&X%iM (/7XV Y~=f-(D) 

pi urza.dzenie do zaptonu wielkiej cz^stotliwosci (plazmotronu) 

pt dispositivo de ignigao de alta frequencia (de uma tocha de plasma) 

sv hogfrekvenstanddon 



841-31-17 

dispositif d'amorgage en court-circuit (d'une torche a plasma) 

dispositif utilise dans une torche a plasma a arc pour amorcer I'arc au moyen d'un court- 
circuit entre les electrodes 

short-circuit ignition device (of a plasma torch) 

device used in an arc plasma torch to ignite the arc by creating a short-circuit between the 
electrodes 

ar (t-«>>y ^Uuxil) SjjIaII j^aia Jbuil JL^a 

cn ®]&£*ga mm-mmi) 

de Kurzschlussziindungseinrichtung (eines Plasmabrenners), f 

es dispositivo de ignicion por cortocircuito (de una antorcha de plasma) 

ja M&&X&U (/7X^ Y~f-(D) 

pi urza.dzenie do zaptonu zwarciowego (plazmotronu) 

pt dispositivo de ignigao em curtocircuito (de uma tocha de plasma) 

sv kortsluningstanddon 
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841-31-18 

jet de plasma 

ecoulement de plasma a haute vitesse delivre par une torche a plasma d'arc non transfere ou par une 
torche a plasma d'induction 

plasma jet 

high velocity plasma flow supplied by a non-transferred arc plasma torch or by an inductive 
plasma torch 



ar t-O^-J 

en ^S^ttlrfS 

de Plasmastrahl, m 

es chorro de plasma 

ja r/yX-vv^s/ h*tM 

pi strumieh plazmy 

pt jacto de plasma 

sv plasmastrale 



841-31-19 
arc pilote 



arc auxiliaire de faible intensite entre les electrodes utilise pour declencher I'amorgage de 
I'arc principal 

pilot arc 

auxiliary arc of low intensity between electrodes, which is used to initiate the ignition of the 
main arc 

ar jt-J-k Lyj-* 

en Sl^fe* 

de Pilotbogen, m 

es arco piloto 

ja &>xmr-ir 

pi tuk pilotuja^cy 
pt arco piloto 
sv pilotljusbage 



841-31-20 



fusion plasma 
fusion par plasma 

fusion au moyen d'un chauffage par plasma 

plasma melting 

melting by means of plasma heating 

ar t^j^sUJI j-$--a 

en ^MTWmit 

de Plasmaschmelzen, n 

es fusion por plasma 

ja ^7XYi)| 

pi topienie plazmowe 

pt fusao por plasma 

sv plasmasmaltning 
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841-31-21 

decoupe plasma 

decoupe par arc de plasma 

decoupe d'un materiau par fusion localisee et ejection de la partie fondue sous I'effet d'un 
ecoulement de plasma delivre par une torche a plasma d'arc 

plasma cutting 
plasma arc cutting 

cutting of a material by localized melting followed by the ejection of the molten part by the 
effect of a plasma flow produced by an arc plasma torch 



ar 



en !§1%TWV)M 

de Plasmaschneiden, n; Plasmalichtbogenschneiden, n 

es corte por plasma; corte por arco de plasma 

ja ^7X?SI»f;^5Xvr-?BIIr 

pi ci$cie plazmowe 

pt corte por (arco de) plasma 

sv plasmaskarning 



841-31-22 

gougeage au jet de plasma 

procede de realisation de saignees avec une torche a plasma 

plasma jet gouging 

process of making grooves with a plasma torch 



ar 



LajiLJl 'M*; jiiJ! 

cn mMTWMmjfm 

de Plasmastrahlfugen, f pi 

es ranurado por chorro de plasma 

ja ^xv^y \-mffi^£.z>nm 

pi ziobienie plazmowe 

pt ranhuragem por jacto de plasma 

sv plasmastralmejsling 



841-31-23 

soudage au plasma 
soudage par plasma 



soudage dans un gaz inerte, avec ou sans apport de metal, dans lequel I'energie est fournie 
par un jet de plasma 

plasma welding 

welding in an inert gas, with or without filler metal, in which the energy is supplied by a 
plasma jet 

ar L«j5Ub j»b*i!l 

cn mMTwnm 

de Plasmaschweiften, n 

es soldadura por plasma 

ja T'JX^gl 

pi spawanie plazmowe 

pt soldadura por plasma 

sv plasmasvetsning 
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841-31-24 

projection plasma 

procede de revetement dans lequel un materiau introduit sous forme de poudre ou de fil et 
fondu dans un jet de plasma, est projete sur une surface 

plasma spraying 

coating in which material introduced in the form of powder or wire and melted in a plasma jet 
is sprayed onto a surface 



ar 


Uj^UU <jijll 


en 


^MTW^'^ 


de 


Plasmaspritzen, n 


es 


proyeccion de plasma 


ja 


79X-*MM 


Pi 


napylanie plazmowe 


pt 


projeccao de plasma 


sv 


plasmasprutning 


841 


-31-25 


four a plasma 



equipement de chauffage electrique comprenant une enceinte recouverte de materiau 
refractaire dans lequel une charge est chauffee par une ou plusieurs torches a plasma, et qui 
est generalement utilise pour la fusion ou la reduction de materiaux a hautes temperatures 

plasma furnace 

electroheat equipment comprising a refractory lined chamber in which a charge is heated by 
one or more plasma torches and generally used to melt or to smelt materials at high 
temperatures 



ar 


L-.J5UI £jJ 


en 


mMTWP 


de 


Plasmaofen, m 


es 


homo de plasma 


ja 


y^X^JF 


Pi 


piec plazmowy 


Pt 


forno de plasma 


sv 


plasmaugn 


841 


-31-26 


four a electro-bruleur 



equipement de chauffage electrique dans lequel une part significative de la chaleur generee provient 
de la combustion de combustibles liquides ou solides, I'autre part etant generee par des torches a 
plasma 

plasma-fuel furnace 

electroheat equipment in which a significant portion of the generated heat is produced by 
combustion of liquid or solid fuels, the other portion being generated by plasma torches 

ar Uj!>y! JjSj £ji 

en mn^wmnp 

de Plasma-Brennstoffofen, m 

es homo de plasma-combustible 

ja ^?Xv«»JP 

pi piec plazmowo-paliwowy 

pt forno de plasma-combustivel 

sv plasma-branslevarmd ugn 
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841-31-27 

reacteur plasma 

equipement de chauffage electrique comportant une enceinte de traitement thermochimique de 
materiaux par torches a plasma 

plasma reactor 

electroheat equipment comprising a chamber for a thermochemical processing of material by 
plasma torches 

ar t»j5Ul JfrLLa 

en %&?&■&.&& 

de Plasmareaktor, m 

es reactor de plasma 

ja 7°y^-?Rfo& 

pi reaktor plazmowy 

pt reactor de plasma 

sv plasmareaktor 



841-31-28 

poste de chauffage par plasma 

element chauffant electrique par lequel un materiau est chauffe avec des torches a plasma 

plasma heater 

electric heater by which a material is heated using plasma torches 



ar Laj^yi u 1 -*- 

cn mm?mm% 

de Plasmaheizer, m 

es calentador a plasma 

ja 79X-*M1tmW 

pi nagrzewnica plazmowa 

pt aquecedor de plasma 

sv plasmavarmare 



841-31-29 
torche a plasma 



equipement de chauffage electrique dans lequel un jet de gaz d'admission est converti par 
energie electrique fournie a un ecoulement de plasma puis ejecte 

plasma torch 

electroheat equipment in which an inlet gas stream is converted by electric energy supplied to 
a plasma flow prior to its ejection 



ar UJ3lrfl! C L 

en ^^{W£ 

de Plasmabrenner, m; Plasmatron, n 

es antorcha de plasma 

ja /5^F-f 

pi plazmotron 

pt tocha de plasma 

sv plasmabrannare 
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841-31-30 

torche a plasma d'arc 

equipement electrique de chauffage dans lequel un flux entrant de gaz est converti en un ecoulement 
plasma par energie electrique provenant d'une decharge d'arc avant son ejection 

NOTE Les torches a plasma d'arc peuvent etre alimentees par un courant electrique alternatif ou 
continu. 

arc plasma torch 

electroheat equipment in which an inlet gas stream is converted to a plasma flow by electric 
energy supplied from an arc discharge prior to its ejection 

NOTE Arc plasma torches can be supplied either by AC or DC current. 

ar o"J-^' ^-"0^ r) , unn 

en wm^mi 

de Lichtbogenplasmabrenner, m; Lichtbogenplasmatron, n 

es antorcha de plasma de arco 

ja T-^^XvF-f 

pi plazmotron tukowy 

pt tocha de plasma de arco 

sv ljusbagsplasmabrannare 



841-31-31 

torche a plasma d'arc non transfere 
torche a plasma d'arc souffle (deconseille) 

torche a plasma d'arc dans laquelle I'arc principal est etabli entre deux ou plusieurs 
electrodes constitutives de la torche 

non-transferred arc plasma torch 

arc plasma torch in which the main arc is maintained between two or more electrodes 
regarded as torch components 

en Am^kmMTwm 

de Lichtbogenplasmabrenner mit nichtubertragenem Bogen, m 

es antorcha de plasma de arco no transferido 

ja ^fT^T-^^^h-f 

pi plazmotron o tuku wewn^trznym 

pt tocha de plasma de arco nao transferido 

sv plasmabrannare med icke overford ljusbage 
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841-31-32 

torche a plasma d'arc transfere 

torche a plasma d'arc dans laquelle Tare principal est etabli entre une electrode constitutive 
de la torche et un milieu liquide ou solide (ou un materiau solide a traiter), conducteurs de 
I'electricite, constituant ou equipe d'une electrode externe de retour de courant 

transferred arc plasma torch 

arc plasma torch in which the main arc is maintained between an internal electrode (contained 
within the torch) and a liquid or solid medium (or a solid workpiece), electrically conductive, 
constituting or including an external electrode for current return 

cn ft®$im%TW'm 

de Lichtbogenplasmabrenner mit ubertragenem Bogen, m 
es antorcha de plasma de arco transferido 

ja mn^T-t^yx^h-?- 

pi plazmotron o tuku przenoszonym 
pt tocha de plasma de arco transferido 
sv plasmabrannare med overford ljusbage 



841-31-33 

torche a plasma a arc convertible 

combinaison d'une torche a plasma a arc non transfere et d'une torche a plasma a arc 
transfere qui permet les deux modes de fonctionnement 

convertible arc plasma torch 

combination of a non-transferred arc plasma torch and a transferred arc plasma torch which 
allows both transferred and non-transferred operation 

ar Jj-a-aJI qjjSJI L-aj^L H uiin 

cn njmmwm^Mz 

de veranderbarer Lichtbogenplasmabrenner, m 

es antorcha de plasma de arco convertible 

ja ffil!7-^7XvF-f 

pi plazmotron o tuku natozonym 

pt tocha de plasma de arco convertivel 

sv plasmabrannare med overlagrad ljusbage 

841-31-34 

torche a plasma a ecoulement laminaire 

torche a plasma a ecoulement laminaire du plasma 

laminar jet plasma torch 

plasma torch with a laminar plasma jet 

ar yJjUl L-ajiLJl diij H utin 

cn mmmm^ftm 

de Brenner mit laminarem Plasmastrahl, m 

es antorcha de plasma de chorro laminar 

ja i4£:|£v ; ^s' hmMy°y^^ h-^ 

pi plazmotron laminarny 

pt tocha de plasma de escoamento laminar 

sv plasmabrannare med laminart gasflode 
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841-31-35 

torche a plasma a ecoulement turbulent 

torche a plasma a ecoulement turbulent du plasma 

turbulent jet plasma torch 

plasma torch with turbulent plasma jet 



ar 



en mm^Mm^Twm 

de Brenner mit turbulentem Plasmastrahl, m 

es antorcha de plasma de chorro turbulento 

ja SUE^v^y hfi^Xv r- — =f- 

pi plazmotron turbulentny 

pt tocha de plasma de escoamento turbulento 

sv plasmabrannare med turbulent gasflode 

841-31-36 

torche a plasma sans electrode 

torche a plasma ne comportant pas d'electrode et alimentee par une source alternative a 
haute frequence de type inductif ou capacitif 

non-electrode plasma torch 

plasma torch with no electrode, supplied by high frequency source of inductive or capacitive 
type 

ar uUaii jjii l-ajiLJ! r I uni\ 

en ^mm^Twm 

de Plasmabrenner ohne Elektroden, m 
es antorcha de plasma sin electrodo 

ja mnm^y^-^ \—f 

pi plazmotron bezelektrodowy 
pt tocha de plasma sem electrodo 
sv elektrodlos plasmabrannare 



841-31-37 

torche a plasma hyperfrequences 
torche a plasma micro-ondes 

torche a plasma sans electrode operant dans la gamme des frequences des micro-ondes 

microwave plasma torch 

electrode-free plasma torch operating in the microwave range of frequencies 

en m^mn^wm 

de Mikrowellenplasmabrenner, m 

es antorcha de plasma de microondas 

ja ■7^^aS7'7XvF-f 

pi plazmotron mikrofalowy 

pt tocha de plasma por hiperfrequencias 

sv mikrovagsplasmabrannare 
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841-31-38 

torche a plasma d'induction 
torche a plasma inductif 

torche a plasma dans laquelle I'ecoulement du plasma est genere dans un mode sans 
electrode au moyen d'un champ electrique rotationnel, induit dans le flux entrant de gaz par 
un champ magnetique alternatif produit a haute frequence dans une bobine d'induction 

induction plasma torch 

plasma torch in which the plasma flow is generated in an electrode-free mode by means of a 
rotational electric field, induced in an inlet gas stream by an alternating high-frequency 
magnetic field produced in an induction coil 

ar tiiaJl I-O^j H.i 'fin 

en ^M^MTWiS. 

de Induktionsplasmabrenner, m 

es antorcha de plasma de induccion 

ja W^7X-?h-f 

pi plazmotron indukcyjny 

pt tocha de plasma de inducao 

sv induktionsplasmabrannare 



841-31-39 

electro-bruleur 

torche a plasma dans laquelle les gaz issus d'une chambre de combustion conventionnelle 
sont portes a une temperature plus elevee au moyen d'une decharge electrique 

plasma fuel burner 

plasma torch in which the gases leaving a conventional combustion chamber are heated to a 
higher temperature by means of an electric discharge 

ar Laj^yi JjSj Alja** 

en $*?#««*%* 

de Brennstoffplasmabrenner, m 

es quemador de plasma-combustible 

ja 7°7X-?M'®'<—f 

pi plazmotron paliwowo-elektryczny 

pt electroqueimador 

sv 



841-31-40 

tuyere (d'une torche a plasma) 

partie d'une torche a plasma, pouvant constituer I'une des electrodes, permettant de mettre 
en forme I'ecoulement du plasma avant son ejection pour en accrottre sa vitesse et/ou sa 
densite d'energie 

nozzle (of a plasma torch) 

part of a plasma torch, which can constitute an electrode, allowing to shape the plasma flow 
prior to its ejection in order to increase its speed and/or its energy density 

ar (L-»j5Lil ^U.^) 4-Aji 

en is* cmMTwmm) 

de Diise (eines Plasmabrenners), f 

es tobera (de una antorcha de plasma) 

ja 7X/W (/yXvb-fo) 

pi dysza 

pt tubeira (de uma tocha de plasma) 

sv munstycke 
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841-31-41 

anode (d'une torche a plasma d'arc non transfere ou transfere) 

electrode positive d'une torche a plasma d'arc a courant continu 

NOTE 1 L'anode est habituellement constitute d'un materiau a forte conductivity electrique et 
thermique, tel que le cuivre, et refroidie a I'eau. 

NOTE 2 Dans une torche a plasma a arc transfere, I'electrode de retour de courant joue le plus 
souvent le role d'anode. 

NOTE 3 Dans une torche a plasma a arc non-transfere, l'anode est souvent la tuyere de la torche. 

anode (of a non-transferred or transferred arc plasma torch) 
positive electrode of a d.c. arc plasma torch 

NOTE 1 The anode is usually made of a high electrical and thermal conductivity material, such as 
copper, and water cooled. 

NOTE 2 The return current electrode of a transferred plasma torch serves in most cases as the 
anode. 

NOTE 3 In a non-transferred plasma torch, the anode is often the torch nozzle. 



en mm mmmm&mn&mm^mutfs) 

de Anode (eines Lichtbogenplasmabrenners), f 

es anodo (de una antorcha de plasma de arco no transferido o transferido); 

electrodo positivo de una antorcha de plasma de arco en corriente continua 

ja mU (»TlXftitfl7-^/7Xv F-f w) 

pi anoda plazmotronu (o tuku wewn^trznym lub przenoszonym) 

pt anodo (de uma tocha de plasma de arco nao transferido ou transferido) 

sv anod 



841-31-42 

cathode (d'une torche a plasma d'arc non transfere ou transfere) 

electrode negative d'une torche a plasma d'arc en courant continu 

NOTE 1 La cathode peut etre constitute d'un materiau a forte conductivity electrique et thermique, tel 
que le cuivre, et d'un metal refractaire ou refroidi a I'eau, tel que le tungstene, refroidi a I'eau si 
necessaire. 

NOTE 2 Dans une torche a plasma d'arc transfere, I'electrode de retour de courant joue parfois le role 
de cathode. 

cathode (of a non transferred or transferred arc plasma torch) 

negative electrode of a d.c. arc plasma torch 

NOTE 1 The cathode may be made of a high electrical and thermal conductivity material, such as 
copper, and water cooled or of a refractory metal, such as wolfram, water cooled if necessary. 

NOTE 2 The return current electrode of a transferred plasma torch serves sometimes as the cathode. 



ar 



(JiJj-aJ! JJ*-!l ji J*'"-*) (>ij£i1 Laj^L rLu^-aJ) k.'fl q 

cn mm (*»#sK^#*#ST#'J;EW) 

de Kathode (eines Plasmabrenners), f 

es catodo (de una antorcha de plasma de arco no transferido o transferido); 

electrodo negativo de una antorcha de plasma de arco en corriente continua 

ja mm (»TlXliftfl7-^/7Xv F-f w) 

pi katoda plazmotronu (o tuku wewn^trznym lub przenoszonym) 

pt catodo (de uma tocha de plasma de arco nao transferido ou transferido) 

sv katod 
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841-31-43 

cathode creuse 

cathode d'une torche a arc transfere en forme de tube, dont la longueur est tres superieure a 
son diametre interne, pour laisser I'ecoulement de gaz entrant stabiliser la decharge d'arc 
developpee dans une chambre a pression plus faible 

NOTE Une cathode creuse est habituellement constitute de tantale, tungstene ou graphite. 

hollow cathode 

cathode of a transferred arc plasma torch in the form of a pipe much longer than its internal 
diameter, to let the inlet gas stream through to stabilize the arc discharge generated in a 
lower pressure chamber 

NOTE The hollow cathode is usually made of tantalum, tungsten or graphite. 



ar 

en StoBlft 

de Hohlkathode, f 

es catodo hueco 

ja ^^MUmmU 

pi katoda wydrqzona 

pt catodo oco 

sv rorkatod 



841-31-44 

enthalpie moyenne du plasma 



quotient de la puissance delivree par la torche a plasma par le debit massique de gaz 
plasmagene 

plasma average enthalpy 
plasma mean enthalpy 

quotient of the power delivered by the plasma torch by the plasma gas mass flow rate 



ar 



LajiLJJ JxuijIaII jj\j^]\ ^j)"-\ i\\\ 

cn $*?#¥*&&» 

de mittlere Plasmatenthalpie, f 

es entalpia media de plasma 

ja :/7X-v¥J£ja:>'^/Wt° — 

pi entalpia plazmy srednia 

pt entalpia media de plasma 

sv plasmamedelentalpi 



841-31-45 
temperature du plasma 

temperature locale instantanee a I'interieur d'un plasma 

plasma temperature 

instantaneous local temperature within a plasma 

ar >-05Ut »jlj^ 4-*j J 

cn ^MTWU& 

de Plasmatemperatur, f 

es temperatura de plasma 

ja /5^IS 

pi temperatura plazmy 

pt temperatura de plasma 

sv plasmatemperatur 
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841-31-46 

temperature moyenne de plasma 

temperature a I'interieur d'un plasma moyennee dans I'espace a un instant donne 

plasma average temperature 

temperature within a plasma averaged in space at a given time 

en ^M^W^i^MS. 

de mittlere Plasmatemperatur, f 

es temperatura media de plasma 

ja t/yX-v^Mft 

pi temperatura plazmy srednia 

pt temperatura media de plasma 

sv plasmamedeltemperatur 

Section 841-32 - Chauffage par laser 
Section 841-32 - Laser heating 

841-32-01 

chauffage par laser 

chauffage electrique dont le principe repose sur I'absorption d'un rayonnement electromagnetique 
emis par un laser comportant des milieux actifs, actives au moyen de I'energie electrique 

laser heating 

electric heating based on the absorption of electromagnetic radiation emitted by laser with 
active media, activated by means of electric energy 

ar jj^W ci j^"*iti 

en WiitlNfa 

de Lasererwarmung, f 

es calentamiento por laser 

ja u—fmm 

pi nagrzewanie laserowe 

pt aquecimento por (radiacao) laser 

sv laservarmning 



841-32-02 

milieu actif 

milieu dans lequel I'inversion de la population des porteurs de charge de niveau d'energie 
moleculaire est possible 

active medium 

medium in which the inversion of charge carrier population of molecular energy level is 
possible 

en mmmm 

de aktives Medium, n 
es medio activo 

ja mmm» 

pi osrodek aktywny 
pt meio activo 
sv aktivt medium 
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841-32-03 

faisceau d'un rayonnement 

rayonnement qui se propage dans I'espace dans un angle solide determine 

beam of radiation 

radiation that propagates in the space in a determined solid angle 

ar AxJuV! 4-»j^ 

en mMM 

de Strahlenbiindel, n 

es haz de radiacion 

ja W(.$ti<D\f—M, 

pi wia_zka promieniowania 

pt feixe de radiacao 

sv stralknippe 

841-32-04 
rayonnement laser 

energie accumulee dans un milieu actif active et convertie en rayonnement electromagnetique 

laser radiation 

energy cumulated in activated active medium, converted into electromagnetic radiation 

ar jjj^I 4*-"i 

en tbfcffiif 

de Laserstrahlung, f 

es radiacion laser 

ja U-^McH 

pi promieniowanie laserowe 

pt radiacao laser 

sv laserstralning 

841-32-05 

faisceau laser unimodal 

faisceau de rayonnement laser dans lequel un mode d'oscillation electromagnetique est 
predominant, ce qui accrott sa coherence et sa monochromaticite 

single modal laser beam 

beam of laser radiation in which one mode of electromagnetic oscillation is predominating 
which increases its coherence and monochromaticity 

ar jSuill AjjI^I jJj-3 *ju^\ *-»j^ 

en t$.mmkm 

de Einmodenlaserstrahl, m 

es haz laser unimodal 

ja f-t-Klz-ftf-A 

pi wiqzka laserowa jednomodowa 

pt feixe laser unimodal 

sv enkelmods laserstrale 
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841-32-06 

faisceau laser multimodal 

faisceau de rayonnement laser dans lequel apparaissent plusieurs modes d'oscillation 
electromagnetique, ce qui reduit sa coherence et sa monochromaticite 

multi-modal laser beam 

beam of laser radiation in which more than one mode of electromagnetic oscillation appears, 
which reduces its coherence and monochromaticity 



ar 



JSuill sJJjLLa jjjJ 4ju5,\ 4.-aJ2k 

cn %Wk%%. 

de Mehrmodenlaserstrahl, m 

es haz laser multimodal 

ja v/vf*- KU— if if— A 

pi wiqzka laserowa wielomodowa 

pt feixe laser multimodal 

sv flermods laserstrale 



841-32-07 
emission spontanee 



emission de rayonnement electromagnetique par un systeme quantique dont I'energie interne 
passe d'un niveau excite a un niveau plus bas, independamment de la presence simultanee 
d'un rayonnement de meme nature 

[731-06-01 MOD] 

spontaneous emission 

electromagnetic radiation emitted when the internal energy of a quantum mechanical system 
drops from an excited level to a lower level without regard to the simultaneous presence of 
similar radiation 

[731-06-01 MOD] 

ar (_j J ^-^ ibuJ! 

cn i££ftf 

de spontane Emission, f 

es emision espontanea 

ja gfctttii 

pi emisja spontaniczna 

pt emissao espontanea 

sv spontan emission 



201 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



841-32-08 

emission stimulee 

emission de rayonnement electromagnetique par un systeme quantique dont I'energie interne 
passe d'un niveau excite a un niveau plus bas, lorsque cette transition est provoquee par la 
presence d'un rayonnement dont la frequence correspond a celle de la transition 

[731-06-03 MOD] 

stimulated emission 

electromagnetic radiation emitted when the internal energy of a quantum mechanical system 
drops from an excited level to a lower level when induced by the presence of radiant energy 
at the same frequency 

[731-06-03 MOD] 



ar 



en %%%% 

de stimulierte Emission, 

es emision estimulada 

ja ae^tti 

pi emisja wymuszona 

pt emissao estimulada 

sv stimulerad emission 



841-32-09 
effet laser 



amplification ou generation d'un rayonnement electromagnetique coherent entre le 
rayonnement gamma et I'infrarouge lointain, utilisant remission stimulee 

lasing 

amplification or generation of coherent electromagnetic radiation from gamma radiation to far 
infrared in the range, using stimulated emission 

ar »jj*W 

en Fttmit 

de Lasern, n 

es efecto laser 

ja U— \/"y>f 

pi akcja laserowa 

pt efeito laser 

sv lasring 
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841-32-10 

impulsion normale 

impulsion de rayonnement electromagnetique dont la duree est liee au temps d'activation du 
milieu actif 

normal pulse 

pulse of electromagnetic radiation which lasts as long as the activation time of an active 
medium 

en IE3r*W 

de Normalimpuls, m 

es pulso normal 

ja IS^/l'^ 

pi impuls normalny 

pt impulso normal 

sv normalpuls 



841-32-11 

impulsion geante 

impulsion de courte duree de rayonnement electromagnetique obtenue au moyen d'elements 
modulant les pertes dans le resonateur 

giant pulse 

short duration pulse of electromagnetic radiation obtained by means of elements modulating 
losses in resonator 

ar AJ&UjJI a^jI!! 

en umw> 

de Riesenimpuls, m 

es pulso gigante 

ja ^.jz^/ux 

pi impuls gigantyczny 

pt impulso gigante 

sv 



841-32-12 

pompage 

generation d'un champ electromagnetique intense, flux de porteurs de charge, faisceau de 
protons ou autres effets, destinee a provoquer I'inversion des niveaux d'energie moleculaire 
de la population de porteurs de charge dans un milieu actif 

pumping 

generation of an intense electromagnetic field, flux of current carriers, proton beam or other 
effects to achieve the inversion of the molecular energy levels of charge-carrier population in 
active medium 

ar £^' 

en MM 

de Pumpen, n 

es bombeo 

ja ^y\fl/ff 

pi pompowanie 

pt bombagem 

sv pumpning 
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841-32-13 

monochromaticite d'un faisceau de rayonnement 

grandeur caracterisant le degre d'homogeneite des frequences des ondes electromagnetiques 
dans un faisceau de rayonnement 

NOTE La valeur est la largeur de la bande spectrale incluant les ondes qui transferent une puissance 
superieure a la moitie de la puissance transferee par I'onde a la frequence de base, qui transfere la 
puissance maximale. 

monochromaticity of radiation beam 

characteristic value determining the degree of wave frequency homogeneity in a radiation 
beam 

NOTE Its measure is the width of the spectral line including waves transferring a power higher than 
half-power being transferred by a wave of basic frequency that transfers the maximum power. 

en «#**&«• 

de Monochromatizitat im Strahlenbiindel, f 

es monocromaticidad de un haz de radiacion 

ja M&}?—J»<D^&fc 

pi monochromatycznosc wia^zki promieniowania 

pt monocromaticidade de feixe de radiacao 

sv stralknippets monokromacitet 



841-32-14 

coherence d'un faisceau laser 

phenomene lie a I'existence d'une relation definie entre les phases des composants 
homologues de deux ondes ou entre les valeurs de la phase d'une meme composante d'une 
onde a deux instants ou en deux points, qui permet de constituer un faisceau laser 

[731-01-09 MOD] 

coherence of laser beam 

phenomenon related to the existence of a correlation between the phases of the 
corresponding components of two waves or between the values of the phase of a given 
component of one wave at two instants in time or two points in space, that enables to 
constitute a laser beam 

[731-01-09 MOD] 

ar jjj^I *-»j± t!«U2 

en Ifc^jRfflTtt 

de Koharenz des Laserstrahls, f 

es coherencia de un haz laser 

ja U—ft*— ACDlR* 

pi spojnosc wiqzki promieniowania 

pt coerencia de feixe laser 

sv laserstralens koherens 
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841-32-15 

divergence d'un faisceau laser 

accroissement de I'aire de la section droite d'un faisceau laser avec I'accroissement de la 
distance a la source 

divergence of laser beam 

increasing of cross-sectional area of the laser beam with the increasing distance from the 
source 

ar jjjAJl ^-"j^ i-iljaJ! 

en mftMRWi®. 

de Divergenz des Laserstrahls, f 

es divergencia de un haz laser 

ja u— f \f— ACD§§Sfc 

pi rozbieznosc wiqzki promieniowania 

pt divergencia de feixe laser 

sv laserstralens divergens 



841-32-16 

equipement laser 

equipement electrothermique dans lequel le chauffage est base sur I'absorption du 
rayonnement electromagnetique emis par des lasers avec des milieux actives par I'energie 
electrique 

laser equipment 

electroheat equipment in which heating is based on the absorption of electromagnetic 
radiation emitted by lasers with active media activated by electric energy 

ar jjjM j>4* 

en m%&& 

de Laser-Erwarmungseinrichtung, f 
es equipo laser 

ja u—vmw 

pi urz^dzenie laserowe 
pt equipamento laser 
sv laserutrustning 



841-32-17 

installation laser 

installation composee d'un equipement laser et des appareils mecaniques et electriques 
necessaires a son fonctionnement 

laser installation 

installation composed of laser equipment and electric and mechanical accessories needed for 
its operation 

ar jjj^I Cil jj^-fj 

en mjtmw 

de Laseranlage, f 
es instalacion laser 

ja W-lfRfll 

pi instalacja laserowa 

pt instalagao laser 

sv laseranlaggning 
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841-32-18 

dispositif de chauffage a laser 

equipement laser applique aux procedes de traitement thermique des surfaces 

laser heater 

laser equipment applied to processes of surface heat treatment 

ar jjjAM d L ^ M 

en mmm& 

de Laserheizgerat fur Oberflachen, n 
es calentador laser 

ja u~^mmm 

pi nagrzewnica laserowa 
pt aquecedor laser 
sv laservarmare 

841-32-19 

machine d'usinage a laser 

equipement laser ne comportant pas de chambre, dans lequel une charge est traitee par 
faisceau laser 

laser machine 

laser equipment without a chamber, in which a charge is treated by a laser beam 

ar jjJJI ill 

en mfttinxtii 

de Laserheizgerat, n 
es maquina por laser 

ja v~^mm 

pi obrabiarka laserowa 

pt maquina-ferramenta laser 

sv 

841-32-20 

machine a percage a laser 

machine d'usinage a laser appliquee aux procedes de percage 

laser drilling machine 

laser machine applied to drilling processes 

ar jj^W l -^\ 4-fl 

en mkfJILtil 

de Laserbohrmaschine, f 

es maquina de perforation por laser 

ja v—tfizi>ttm 

pi dr^zarka laserowa 

pt maquina de furacao laser 

sv laserborrmaskin 
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841-32-21 

machine a trongonner a laser 

machine d'usinage a laser appliquee aux procedes de decoupage 

laser cutting-off machine 

laser machine applied to processes of cutting 

ar jj^b £UU| 4fl 

en ftftttftlft 

de Laserschneidemaschine, f 

es maquina de corte por laser 

ja u—vmtm 

pi przecinarka laserowa 
pt maquina de corte laser 
sv laserskarmaskin 

841-32-22 

laser a fonctionnement continu 

laser fonctionnant avec un niveau de puissance continu pendant une duree egale ou 
superieure a 0,25 s 

continuous duty laser 

laser operating with continuous power rating for the time equal or longer than 0,25 s 

en ^mw.%^ 

de Dauerlaser, m 

es laser de funcionamiento continuo 

ja SiEAWl V 

pi laser o pracy ci^gtej 

pt laser de funcionamento continuo 

sv kontinuerlig laser 

841-32-23 

laser pulse 

laser dont I'energie de sortie est sous forme d'impulsion simple ou de train d'impulsions dont 
la duree est inferieure a 0,25 s 

pulsed laser 

laser of the output energy in the form of single pulse or pulse train of the duration shorter than 
0,25 s 

ar ^L^jJ jj jjJ 

en mnmyt^ 

de Impulslaser, m 

es laser pulsatorio 

ja s</VXfcU— if 

pi laser o pracy impulsowej 

pt laser pulsado 

sv pulsad laser 
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841-32-24 
resonateur laser 

systeme de miroirs applique a la realisation d'une retroaction optique positive 

laser resonator 

system of mirrors applied to realization of positive optical feedback 

ar jJjA* CMj j»^ 

en myt (««> & 

de Laserresonator, m 

es resonador laser 

ja V- ■?*«# 

pi rezonator laserowy 

pt ressonador laser 

sv laserresonator 

Section 841-33 - Chauffage par ultrasons 
Section 841-33 - Ultrasonic heating 

841-33-01 

chauffage par ultrasons 

chauffage electrique consistant en I'utilisation d'oscillations mecaniques converties en chaleur 
par absorption de I'energie des ondes ultrasoniques 

ultrasonic heating 

electric heating consisting of the use of mechanical oscillations converted into heat generated 
as a result of absorption of the ultrasonic energy 

ar Cijj^I] jjjLi!! ^jjA milt 

en ffi^jJP^, 

de Ultraschallerwarmung, f 

es calentamiento por ultrasonidos 

ja m^mm 

pi nagrzewanie ultradzwi$kowe 
pt aquecimento por ultrassons 
sv ultraljudvarmning 

841-33-02 

onde ultrasonique 
ultrason 

perturbation de contrainte ou de pression qui se propage dans le milieu environnant a des 
frequences 16 kHz a 10 GHz 

ultrasonic wave 

disturbance of stress or pressure, propagated in surrounding medium at frequencies from 
16 kHz to 10 GHz 

ar LJj-uaJt <CLl2 4,^ja!) 

en MP$L 

de Ultraschallwelle, f 

es onda ultrasonica 

ja S#RK» 

pi fala ultradzwi$kowa 

pt onda ultrassonica; ultrassom 

sv ultraljudvag 
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841-33-03 

soudage par ultrasons 

procede dans lequel des oscillations mecaniques de faible amplitude et de frequence de 
la gamme des ultrasons, ainsi que I'application d'une pression statique permettent I'assemblage a 
une temperature beaucoup plus faible que le point de fusion des materiaux devant etre joints 

ultrasonic welding 

process, in which the mechanical oscillations of a small amplitude and frequency of ultrasonic 
range, together with static pressure, enable the junction of materials at a much lower 
temperature than the melting point 

en mpnm 

de Ultraschallschweiften, n 

es soldadura por ultrasonidos 

ja M*®»» 

pi zgrzewanie ultradzwi^kowe 

pt soldadura por ultrassons 

sv ultraljudsvetsning 



841-33-04 

equipement a ultrasons 

equipement electrothermique dans lequel le chauffage est base sur la chaleur generee par 
I'absorption de I'energie des ondes ultrasonores, produites au moyen de I'energie electrique 

ultrasonic equipment 

electroheat equipment in which heating is based on the heat generated as a result of 
absorption of the energy of ultrasonic waves, produced by means of electric energy 

ar djj^l] AJLili (JLg^) 5jx^ 

en MP&& 

de Ultraschall-Erwarmungseinrichtung, f 

es equipo por ultrasonidos 

ja m^wimm 

pi urza^dzenie ultradzwi^kowe 
pt equipamento de ultrassons 
sv ultraljudutrustning 



841-33-05 

installation a ultrasons 

installation composee des appareils mecaniques, electriques et ultrasoniques necessaires a 
son fonctionnement 

ultrasonic installation 

installation composed of mechanical, electrical and ultrasonic accessories needed for its 
operation 

ar LJj-uaJl 4£jl£ ljI^j^JI ljI jj-^j 

en MP$iW 

de Ultraschallanlage, f 

es instalacion de ultrasonidos 

ja MtWLWtm 

pi instalacja ultradzwi^kowa 

pt instalacao de ultrassons 

sv ultraljudanlaggning 
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841-33-06 
concentrateur d'energie 

composant d'un transmetteur a ultrasons destine a accrottre I'intensite du son 

energy concentrator 

component of ultrasonic transmitter, applied to increase the sound intensity 

ar 3iUaJ! j£>« 

en JRftB# 

de Energiekonzentrator, m 

es concentrador de energia 

ja i^A-^-lSSil 

pi koncentrator energii 

pt concentrador de energia 

sv energikoncentrator 

841-33-07 

convertisseur magnetostrictif 

convertisseur a ultrasons dans lequel des materiaux ferromagnetiques et anti- 
ferromagnetiques sont actives par des champs magnetiques alternatifs pour produire des 
oscillations mecaniques 

magnetostrictive converter 

ultrasonic converter in which ferromagnetic and antiferromagnetic materials are activated to 
mechanical oscillations by means of alternating magnetic fields 

en ats#itr&tts 

de magnetostriktiver Umformer, m 
es convertidor magnetoestrictivo 

ja a*?^ (s) mm^ 

pi przetwornik magnetostrykcyjny 
pt conversor magnetostritivo 
sv magnetostriktiv omvandlare 

841-33-08 

sonotrode 

composant d'un transmetteur a ultrasons en contact direct avec la zone chauffee et lui 
transmettant les oscillations ultrasoniques 

sonotrode 

component of ultrasonic transmitter in the direct contact with a heated area and transmitting 
ultrasonic oscillations to it 



ar 


jjjjjjj-' 


en 


±pm 


de 


Sonotrode, f 


es 


sonotrodo 


ja 


^&tkiH^^ 


Pi 


sonotroda 


Pt 


sonotrodo 


sv 


sonotrod 
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841-33-09 

convertisseur a ultrasons 

convertisseur transformant I'energie electrique ou magnetique en I'energie d'oscillations dans 
la gamme des frequences ultrasoniques 

ultrasonic converter 

converter changing the electric or magnetic energy into the energy of ultrasonic waves 

ar Ci^al] Jjtl Jja-a 

en mpmm® 

de Ultraschallumformer, m 

es convertidor por ultrasonidos 

ja m^m.mwii- 

pi przetwornik ultradzwi$kowy 
pt conversor de ultrassons 
sv ultraljudomvandlare 

841-33-10 

generateur d'ultrasons 

dispositif destine a produire des oscillations ultrasoniques 

ultrasonic generator 

generator applied to production of ultrasonic waves 

ar d^al] jjjli jJj-a 

en mp%±% 

de Ultraschallgenerator, m 
es generador de ultrasonidos 

ja mtrnmrnm 

pi generator ultradzwi$kowy 
pt gerador de ultrassons 
sv ultraljudgenerator 

841-33-11 

transformateur a ultrasons 

concentrateur d'energie sous forme de baguette de contraction accouplee a un convertisseur 
magnetostrictif 

ultrasonic transformer 

energy concentrator in form of contracting rod, mating with magnetostrictive converter 



ar 



4iUaU JS^a 

en ffi^ififf 

de Ultraschalltransformator, m 

es transformador por ultrasonidos 

ja jB^SEfcffi* 

pi transformator ultradzwi^kowy 

pt transformador de ultrassons 

sv ultraljudtransformator 
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841-33-12 

transmetteur a ultrasons 

unite principale d'un equipement a ultrasons incluant des composants utilises pour la 
generation des mouvements de travail, et comprenant un convertisseur a ultrasons, un 
concentrateur d'energie et une sonotrode 

ultrasonic transmitter 

main unit of ultrasonic equipment, that includes components used for generation of the 
working motions, consisting of ultrasonic converter, energy concentrator and sonotrode 

ar d^al] jili Jjjj-9 

en MP%&% 

de Ultraschallsender, m 

es transmisor por ultrasonidos 

ja jg$&£ft$ 

pi gtowica ultradzwi$kowa 

pt transmissor de ultrassons 

sv ultraljudsandare 



841-33-13 

intensite ultrasonique 

valeur de I'energie acoustique transmise par unite de temps et unite d'aire 
perpendiculairement a la direction du deplacement de I'onde ultrasonique 

ultrasound intensity 

value of acoustic energy transmitted in the unit of time and unit of surface, perpendicular to 
the direction of an ultrasound wave motion 

en MPim 

de Ultraschallintensitat, f 

es intensidad ultrasonica 

ja m^mmm 

pi nat^zenie ultradzwi§ku 
pt intensidade de ultrassons 
sv ultraljudintensitet 
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Section 841-34 - Chauffage et traitement a decharge electrique 
Section 841-34 - Electric discharge heating and treatment 

841-34-01 

decharge luminescente anormale 

decharge luminescente pour laquelle la densite de courant a proximite de la cathode (charge) 
crott avec le courant de decharge 

abnormal glow-discharge 

glow-discharge for which the current density nearby the cathode (charge) increases with the 
discharge current 

ar <s&& jjp £Ajj-« jjjij 

en ##»*»* 

de anomale Glimmentladung, f 

es descarga luminescente anormal 

ja If^B-M 

pi wytadowanie jarzeniowe anormalne 

pt descarga luminescente anormal 

sv 



841-34-02 

decharge en couronne 

decharge electrique a faible luminescence se produisant autour d'un conducteur de courant 
electrique, sans echauffement important de celui-ci, et n'interessant qu'une faible zone, 
autour du conducteur, dans laquelle le champ electrique depasse une certaine valeur 

[531-13-06 MOD] 

corona discharge 

electric discharge with slight luminosity produced around a current conductor, without greatly 
heating it, and limited to the region surrounding the conductor in which the electric field 
exceeds a certain value 

[531-13-06 MOD] 

ar ^U jjjii 

en 4,#ffi^ 

de Koronaentladung, f 

es descarga por efecto corona 

ja aptftl 

pi wytadowanie koronowe 

pt descarga de coroa 

sv koronaurladdning 
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841-34-03 

decharge luminescente 

conduction gazeuse autonome dans laquelle la plupart des porteurs de charge sont des 
electrons produits par emission electronique secondaire 

[121-13-13] 

NOTE La conduction gazeuse est autonome lorsque les porteurs de charge necessaires sont produits 
sans I'intermediaire d'un agent ionisant exterieur 

[121-13-02] 

glow-discharge 

self-maintained gas conduction for which most of the charge carriers are electrons supplied 
by secondary-electron emission 

[121-13-13] 

NOTE The gas conduction is self-maintained when the necessary charge carriers are produced 
without the aid of an external ionizing agent. 

[121-13-02 MOD] 

ar ^A>" jjjij 

en MJtMf& 

de Glimmentladung, f 

es descarga luminescente 

ja ifu — jfaM 

pi wytadowanie jarzeniowe 

pt descarga luminescente 

sv glimurladdning 

841-34-04 
etincelle electrique 

petit arc electrique lumineux de courte duree 

NOTE Une etincelle electrique est generalement accompagnee d'un effet sonore. 

[121-13-16 MOD] 

electric spark 

small luminous electric arc of short duration 

NOTE An electric arc is usually combined with a sound. 

[121-13-16 MOD] 

ar ^Hjf* »jt>i 

en fc'Xfc 

de elektrischer Funken, m 

es chispa electrica 

ja 'Xfc 

pi iskra elektryczna 

pt faisca electrica 

sv elektrisk gnista 
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841-34-05 

chauffage a decharge luminescente 
chauffage ionique 

chauffage electrique fonde sur une decharge luminescente anormale sous faible pression 
utilisee comme source de chaleur, mais aussi comme declencheur des processus physiques 
et chimiques destines a modifier les couches externes 

glow-discharge heating 
ion heating 

electric heating based on abnormal glow-discharge at low pressure as the heat source and 
also activator of physical and chemical processes for obtaining and modification of the outer 
layers 

ar yJjjV! tjjA "'"11 ;«Ajj-aJ! jjjijJLj ^jjA mill 

en ftftttfeftft, »^M 

de Glimmentladungserwarmung, f; lonenerwarmung, f 

es calentamiento por descarga luminescente; calentamiento ionico 

ja ? p -mmm ; -f *■ ytm 

pi nagrzewanie jarzeniowe; nagrzewanie jonowe 

pt aquecimento por descarga luminescente; aquecimento ionico 

sv glimurladdningsvarmning 

841-34-06 

nitruration a decharge luminescente 
nitruration par bombardement ionique 
nitruration ionique 

saturation des couches exterieures de materiaux metalliques par des particules d'azote 
ionise, realisees par diffusion a partir d'un plasma 

glow-discharge nitriding 
ion nitriding 

plasma diffusive saturation of the outer layers of metallic materials with ionized nitrogen 
particles 

ar OjiVl SjjjJ ;^AjlaJI jjjijJl »Jjli 

en m^tm^uit; mtuh 

de Glimmentladungsnitrieren, n; lonitrieren, n 

es nitruracion por descarga luminescente; nitruracion por bombardeo ionico; 

nitruracion ionica 

ja ^P-JMtaMfc;-ftf-yaMfc 

pi azotowanie jarzeniowe; azotowanie jonowe 

pt nitruracao por descarga luminescente; nitruragao ionica 

sv plasmavarmning vid konstant spanning 
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841-34-07 

chauffage sous plasma a tension constante 

chauffage dans un traitement de diffusion par plasma ou traitement de depot chimique en 
phase vapeur assiste par plasma, dans lequel une decharge luminescente est activee au 
moyen d'une tension constante 

heating in constant voltage plasma 

heating in plasma diffusive treatment or PACVD method with activation of glow discharge by 
means of constant voltage 



ar 



en U^B^^^Wia^t 

de Erwarmung in Konstantspannungsplasma, f 

es calentamiento bajo plasma a tension constante 

ja jeWffi^yX-vJqfR 

pi nagrzewanie w plazmie statonapi^ciowej 

pt aquecimento em plasma a tensao constante 

sv jonnitrering 



841-34-08 

chauffage sous plasma pulsant 

chauffage dans un traitement de diffusion par plasma ou traitement de depot chimique en 
phase vapeur assiste par plasma, dans lequel une decharge luminescente est activee au 
moyen d'une tension impulsive 

heating in pulsating plasma 

heating in plasma diffusive treatment or PACVD process with activation of glow discharge by 
means of pulse voltage 

ar <LuajLJ.11 Laj^LilLi (jjA ui"\\ 

en BW^MTWinik 

de Erwarmung in pulsierendem Plasma, f 

es calentamiento bajo plasma pulsatorio 

ja s</V7,Mf±'7' : 7 X-v;bn?& 

pi nagrzewanie w plazmie pulsuja.cej 

pt aquecimento em plasma pulsante 

sv pulsspanningsplasmavarmning 
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841-34-09 

traitement de depot chimique en phase vapeur assiste par plasma 

traitement de depot chimique en phase vapeur combine avec une activation electrique de 
milieux gazeux dans des conditions de decharge luminescente anormale 

plasma assisted chemical vapour deposition treatment 
PACVD (abbreviation) 

CVD treatment combined with electric activation of gaseous media in conditions of abnormal 
glow discharge 



ar 



LajiLl! JfrLumJl jLaaJL sl j «j< i_ixuijj 4-* tl« « 

cn f^fMflffiSiUJtl 

de PACVD-Verfahren, n; durch Plasma unterstutzte Behandlung 

mit chemischer Gasphasenabscheidung, f 
es tratamiento de deposito quimico en fase vapor asistido por plasma 

ja ^9X-r{fc^5ftrtftS ; PACVD (ISW 

pi obrobka metoda. chemicznego osadzania par (przy wytadowaniu jarzeniowym) 

pt tratamento de deposicao quimica em fase vapor assistido por plasma; 

PACVD (abreviatura inglesa) 
sv plasmastodd kemisk angfasdeponering 

841-34-10 

traitement de depot physique en phase vapeur assiste par plasma 

traitement de depot physique en phase vapeur assiste par une decharge luminescente 
anormale qui provoque I'activation des processus d'ionisation des vapeurs et des gaz et la 
pulverisation de substrats de composants devant etre deposes sur le materiau de base 

plasma assisted physical vapour deposition treatment 
PAPVD (abbreviation) 

PVD treatment assisted by an abnormal glow-discharge for activating ionization processes of 
vapours and gases and sputtering substrates of compounds being deposited on basis material 



ar 



LajiLJJ J& Uaa ]| jLauIb /,_iLjJj2) ^tjjti luujj 4-\\\i i\ 

cn 9X?#4tra*l#8fiR*k3 

de PAPVD-Verfahren, n; durch Plasma unterstutzte Behandlung 

mit physikalischer Gasphasenabscheidung, f 
es tratamiento de deposito fisico en fase vapor asistido por plasma 

ja /5^*i^Mftfe; papvd mm) 

pi obrobka metoda. fizycznego osadzania par (przy wytadowaniu jarzeniowym) 
pt tratamento de deposicao fisica em fase vapor assistido por plasma; 

PAPVD (abreviatura inglesa) 
sv plasmastodd fysisk angfasdeponering 
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841-34-11 

traitement de diffusion par plasma 

saturation des couches exterieures de materiaux metalliques, principalement ou 
exclusivement par diffusion des particules actives de gaz et vapeurs, generes par I'ionisation 
dans une decharge luminescente anormale 

plasma diffusive treatment 

saturation of the outer layers of metallic materials mainly or exclusively by means of diffusion 
of the active particles of gas or vapours, generated during ionization in an abnormal glow- 
discharge process 



ar 



Laj^Ub jLdaJVI ^LsJU-a 

en m^'wrmttm 

de Plasma-Diffusionsbehandlung, f 

es tratamiento de difusion por plasma 

ja ^yx^ammm 

pi obrobka dyfuzyjno-plazmowa 

pt tratamentro de difusao por plasma 

sv 



841-34-12 

polymerisation par plasma 

procede utilisant une decharge luminescente anormale pour produire des polymeres sous 
forme de couches amorphes fines et poudres 

plasma polymerization 

process of generation of polymers in form of thin amorphous layers and powders using 
abnormal glow discharge 

ar ^>>WI »jaL 

en ^TWMi? 

de Plasmapolymerisation, f 

es polimerizacion por plasma 

ja ^7X-7l-g- 

pi polimeryzacja plazmowa 

pt polimerizacao por plasma 

sv plasmapolymerisering 
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841-34-13 

traitement de depot physique en phase vapeur 

methode de formation d'une couche mince supraconductrice principalement par utilisation de 
I'evaporation physique 

NOTE Pour I'essentiel, cette methode permet d'obtenir un film mince utilisant I'evaporation sous vide 
d'especes atomiques ou le depot par pulverisation sous vide monocible ou multicible en atmosphere 
inerte ou reactive, par exemple pulverisation cathodique. 

[815-05-13 MOD] 

physical vapour deposition treatment 

PVD (abbreviation) 

production process of a superconducting thin film by mainly using physical evaporation 

NOTE PVD process mainly constitutes a thin film by using vacuum evaporation of atomic species or 
sputter deposition using single or multiple targets in inert or reactive atmospheres, e.g. ion beam 
sputtering. 

[815-05-13 MOD] 



ar 



en yamnffium&m 

de Behandlung mit physikalischer Gasphasenabscheidung, f 

es tratamiento de deposito fisico en fase vapor 

ja ®m%fajfc&m; PVD (R$|&) 

pi obrobka metoda^ fizycznego osadzania par 

pt tratamento de deposicao fisica em fase vapor; PVD (abreviatura inglesa) 

sv fysisk angfasdeponering 

841-34-14 

pulverisation cathodique reactive par magnetron 

traitement de depot physique en phase vapeur assiste par une decharge luminescente 
anormale, la pulverisation de disques etant utilisee pour obtenir des vapeurs a partir de 
depots sur substrats 

reactive magnetron sputtering 

PVD treatment assisted by abnormal glow discharge for disks sputtering as a method of 
obtaining vapours of deposited substrates 

ar cjjj Kj"""^ ^yleLLaJI ^jjjliil <jij!1 

en fcj:m®m$i 

de reaktives Sputtern mittels Magnetron, n 

es pulverizacion catodica reactiva por magnetron 

ja SlStt-^^^ r- n v^/<y9 V W 

pi rozpylanie reaktywne magnetronowe 

pt pulverizacao catodica reactiva por magnetrao 

sv 
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841-34-15 

four a decharge luminescente 

equipement de chauffage electrique equipe d'une chambre sous vide dans laquelle une 
charge est chauffee par une decharge luminescente 

glow discharge furnace 

electroheat equipment with vacuum chamber in which a charge is heated by glow discharge 

ar ^AjJ-^l fciji^l dJ* 

en MJtM&fr 

de Glimmentladungsofen, m 

es homo de descarga luminescente 

ja ^u-tkWJUWtP 

pi piec jarzeniowy; piec jonowy 

pt forno de descarga luminescente 

sv glimurladdningsugn 

841-34-16 

installation a decharge luminescente 

installation composee d'un four a decharge luminescente et des appareils mecaniques et 
electriques necessaires a son fonctionnement 

glow discharge installation 

installation composed of glow discharge furnace and electrical and mechanical accessories 
needed for its operation 



ar 



cn ff^ffi^SS 

de Glimmentladungsanlage, f 

es instalacion de descarga luminescente 

ja yv-mnbmwtm 

pi instalacja jarzeniowa; instalacja jonowa 

pt instalacao de descarga luminescente 

sv glimurladdningsanlaggning 
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INDEX 



A 
abnormal 

abnormal glow-discharge 841-34-01 

absorption 
power absorption depth 841-29-03 

accelerating 

beam accelerating voltage 841-30-29 

access 

access opening 841-29-21 

accumulator 

heat accumulator 841-25-26 

active 

active medium 841-32-02 

additional 

cavity resonator 
with additional capacitance 841-28-17 

air 

air gap heating capacitor 841-28-19 

alternating 

alternating current arc furnace 841-26-07 

annealing 

annealing 841-22-23 

anode 

anode 841-22-31 

anode (of a non-transferred or 

transferred arc plasma torch) 841-31-41 

anode effect 841-25-15 

anode mix 841-25-39 

separate anode 

(of an electron gun) 841-30-19 

structural anode (of an electron gun)... 841-30-20 

aperture 

aperture diaphragm 841-30-24 

applicator 

microwave applicator 841-29-11 

arc 

alternating current arc furnace 841-26-07 

anode (of a non-transferred 
or transferred arc plasma torch) 841-31-41 

arc control system 841-26-53 

arc current 841-26-61 

arc deviation 841-26-80 

arc furnace 841-26-05 

arc furnace body 841-26-16 

arc furnace electrode 841-26-38 

arc furnace emergency switch 841-26-57 

arc furnace installation 841-26-14 

arc furnace installation electric line 841-26-52 

arc furnace installation 

high-current line 841-26-54 

arc furnace installation 

operating unbalance 841-26-75 

arc furnace installation 

structural unbalance 841-26-76 

arc furnace installation unbalance 841-26-74 

arc furnace lining 841-26-17 



arc furnace manoeuvring switch 841 

arc furnace operational switch 841 

arc furnace roof 841 

arc furnace shell 841 

arc furnace stirrer 841 

arc furnace transformer 841 

arc heating 841 

arc plasma 841 

arc plasma torch 841 

arc power 841 

arc thermal plasma 841 

arc voltage 841 

convertible arc plasma torch 841 

direct arc furnace 841 

direct arc heating 841 

direct current arc furnace 841 

indirect arc furnace 841 

indirect arc heating 841 

pilot arc 841 

plasma arc 841 

plasma arc cutting 841 

rating power of an arc furnace 

transformer 841 

reactance of arc furnace 

high-current line 841 

reactance of arc furnace 

installation electric line 841 

resistance of arc furnace 

installation electric line 841 

resistance of high current line 

of arc furnace 841 

short-circuit impedance 

of an arc furnace installation 841 

single electrode arc furnace 841 

specific power of an arc furnace 

installation 841 

submerged arc heating 841 

submerged arc-resistance furnace 841 

submerged arc-resistance 

furnace installation 841 

transferred arc plasma torch 841 

vacuum remelting arc furnace 841 

arm 

current conducting electrode arm 841 

electrode arm 841 

assisted 

plasma assisted chemical vapour 
deposition treatment, PACVD 841 

plasma assisted physical vapour 
deposition treatment, PAPVD 841 

atmosphere 

controlled atmosphere 841 

endothermic atmosphere 841 

exothermic atmosphere 841 

generator atmosphere 841 

inert atmosphere 841 

natural atmosphere 841 



26-58 
26-58 
26-18 
26-20 
26-60 
26-55 
26-01 
■31-10 
31-30 
26-62 
31-10 
26-63 
31-33 
26-08 
26-02 
26-06 
26-09 
26-03 
31-19 
31-11 
31-21 

26-65 

26-67 

26-69 

26-68 

26-66 

26-72 
26-1 1 

26-82 
26-04 
26-12 

26-15 
31-32 
26-13 

26-53 
26-40 



34-09 
34-10 

22-59 
22-63 
22-64 
22-65 
22-55 
22-61 
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neutral atmosphere 841-22-55 

nitrogen-based atmosphere 841-22-60 

nitrogen-hydrogen atmosphere 841-22-66 

oxidizing atmosphere 841-22-57 

processing atmosphere 841-22-58 

reducing atmosphere 841-22-56 

synthetic atmosphere 841-22-62 

attenuation 

attenuation distance 841-29-04 

average 

plasma average enthalpy 841-31-44 

plasma average temperature 841-31-46 

axial 

electron gun of axial symmetry 841-30-09 

B 

balance 

heat balance 841-21-13 

balancing 

current balancing 841-26-73 

bale 

bale out furnace 841-23-35 

basket 

charging basket 841-22-46 

batch 

batch furnace 841-23-10 

glass making batch 841-25-10 

bath 

bath furnace 841-23-62 

bath stirring 841-27-23 

heating in salt bath 841-22-20 

metal bath 841-25-36 

metal bath 841-05-08 

salt bath 841-25-09 

bay 

tapping bay 841-26-35 

beam 

beam accelerating voltage 841-30-29 

beam of radiation 841-32-03 

coherence of laser beam 841-32-14 

divergence of laser beam 841-32-15 

electron beam 841-30-01 

electron beam deflection system 841-30-25 

electron beam furnace 841-30-05 

electron beam heater 841-30-06 

electron beam heating 841-30-02 

electron beam heating equipment 841-30-04 

electron beam micromachine 841-30-07 

electron beam scanning system 841-30-26 

monochromaticity of radiation beam.... 841-32-13 

multi-modal laser beam 841-32-06 

single modal laser beam 841-32-05 

walking beam furnace 841-23-53 

bed 

fluidized bed furnace 841-23-61 



bell 

bell furnace 841-23-44 

belt 

belt conveyor furnace 841-23-38 

body 

arc furnace body 841-26-16 

furnace body 841-26-36 

bogie 

bogie furnace 841-23-56 

bogie hearth furnace 841-23-55 

boiler 

electrode boiler 841-25-21 

electrode shower boiler 841-25-22 

resistance heated boiler 841-23-63 

booster 

booster transformer 841-26-56 

bottom 

bottom electrode 841-22-33 

bottom tapping hole 841-26-31 

conducting bottom 841-26-26 

crystallizer bottom plate 841-25-38 

box-type 

box-type furnace 841-23-28 

brazing 

induction brazing 841-27-17 

bright 

infrared bright emitter 841-24-17 

burner 

oxy-fuel burner 841-26-27 

plasma fuel burner 841-31-39 

busbars 

electrolytic furnace busbars 841-25-35 

C 

cable 

flexible cable (of an arc furnace) 841-26-59 

heating cable 841-23-12 

capacitance 

cavity resonator 
with additional capacitance 841-28-17 

capacitor 

air gap heating capacitor 841-28-19 

heating capacitor 841-28-18 

capacity 
charge capacity 

(of an electroheat equipment) 841-21-40 

low thermal capacity furnace 841-23-66 

carbide 

silicon carbide heating element 841-23-16 

casting 

electromagetic casting 
of liquid metals 841-27-29 

cathode 

cathode 841-22-32 

cathode (of a non transferred or 
transferred arc plasma torch) 841-31-42 
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cold cathode (of an electron gun) 841-30-21 

hot cathode (of an electron gun) 841-30-22 

cavity 

cavity door 841-29-26 

cavity resonator 

with additional capacitance 841-28-17 

microwave cavity 841-29-19 

multimode cavity 841-29-18 

single mode cavity 841-29-17 

ceramic 

ceramic crucible 841-27-44 

infrared ceramic heater 841-24-13 

chain 

chain conveyor 841-22-43 

chain conveyor furnace 841-23-45 

chamber 

cooling chamber 841-23-67 

heating chamber 841-22-34 

lock chamber 841-22-36 

two-chamber induction 
channel furnace 841-27-31 

channel 

channel furnace inductor 841-27-57 

channel inductor 841-27-57 

induction channel furnace 841-27-30 

tank of induction channel furnace 841-27-41 

two-chamber induction 
channel furnace 841-27-31 

characteristic 

characteristic value 
of electroheat installation 841-22-67 

charge 

charge 841-22-06 

charge capacity 

(of an electroheat equipment) 841-21-40 

charge feeder 841-22-42 

charge heating time 841-22-74 

charging 

charging basket 841-22-46 

charging time 841-22-76 

charging tray 841-22-47 

charging tundish 841-22-52 

casting 

electromagnetic casting 
of liquid metals 841-27-26 

chemical 

chemical vapour deposition, CVD 841-22-07 

plasma assisted chemical vapour 
deposition treatment, PACVD 841-34-09 

chute 

chute 841-22-37 

clamp 

electrode clamp 841-26-39 

coated 

coated electrode 841-26-42 

coefficient 

unbalance coefficient 841-26-77 



coherence 

coherence of laser beam 841-32-14 

coil 

coil flux guide 841-27-61 

coil insulation 841-27-49 

lift off coil induction crucible 
melting furnace 841-27-36 

cold 

cold cathode (of an electron gun) 841-30-21 

cold crucible melting 841-27-20 

cold lead 841-23-27 

cold plasma 841-31-05 

cold tail 841-23-27 

cold wall vacuum furnace 841-23-60 

induction furnace with cold crucible 841-27-34 

concentrator 

concentrator 841-27-62 

energy concentrator 841-33-06 

conducting 

conducting crucible 841-27-45 

conducting slag 841-25-11 

conduction 

heat conduction 841-21-05 

thermal conduction 841-21-05 

conductive 

conductive hearth 841-26-21 

conductor 

heating conductor surface load 841-23-69 

constant 

heating in constant voltage plasma 841-34-07 

consumption 

specific electrode consumption 841-26-81 

specific energy consumption 841-22-72 

continuous 

continuous duty laser 841-32-22 

continuous electrode 841-26-43 

continuous electrode water heater 841-25-25 

continuous furnace 841-23-08 

contour 

contour hardening 841-27-15 

control 

arc control system 841-26-53 

control electrode 841-30-23 

controlled 
controlled atmosphere 841-22-59 

controller 

electrode controller 841-26-46 

convection 

forced convection 841-21-08 

forced convection furnace 841-23-65 

free convection 841-21-07 

heat convection 841-21-06 

natural convection 841-21-07 

thermal convection 841-21-06 
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converter 

magnetostrictive converter 841-33-07 

rotary converter 841-27-69 

thyristor frequency converter 841-27-70 

transistor frequency converter 841-27-71 

ultrasonic converter 841-33-09 

convertible 

convertible arc plasma torch 841-31-33 

conveyor 

belt conveyor furnace 841-23-38 

chain conveyor 841-22-43 

chain conveyor furnace 841-23-45 

screw conveyor furnace 841-23-46 

shaker conveyor 841-22-45 

vibrating conveyor 841-22-44 

cooled 

spray cooled roof 841-26-19 

water cooled panel 841-26-32 

water cooled roof 841-26-33 

cooling 

cooling 841-22-14 

cooling and protection shield 

for inductor 841-27-60 

cooling chamber 841-23-67 

cooling system 841-27-63 

core 

core type inductor 841-27-58 

corona 

corona discharge 841-34-02 

counter 
counter electrode 841-25-32 

cradle 

cradle 841-26-22 

crucible 

ceramic crucible 841-27-44 

cold crucible melting 841-27-20 

conducting crucible 841-27-45 

crucible 841-22-50 

crucible furnace inductor 841-27-59 

induction crucible furnace 841-27-32 

induction furnace with cold crucible 841-27-34 

lift off coil induction crucible 

melting furnace 841-27-36 

non-conducting crucible 841-27-46 

push-out induction crucible furnace 841-27-35 

two-frequency induction 
crucible furnace 841-27-39 

crystallization 

enhancing crystallization of liquid 
metal in electromagentic fields 841-27-27 

crystallizer 

crystallizer 841-22-48 

crystallizer bottom plate 841-25-38 

curing 

glue curing 841-28-07 



current 

alternating current arc furnace 841-26-07 

arc current 841-26-61 

current balancing 841-26-73 

direct current arc furnace 841-26-06 

eddy currents 841-27-01 

electrode current load 841-25-40 

cutting-off 
laser cutting-off machine 841-32-21 

cutting 

dielectric cutting edge 

welding electrode 841-28-26 

plasma arc cutting 841-31-21 

plasma cutting 841-31-21 

cylinder 

rotating cylinder electrodes 841-28-23 

D 

dark 

infrared dark emitter 841-24-16 

dead 

dead phase 841-26-79 

decomposition 

molten salt decomposition voltage 841-25-41 

deflection 

electron beam deflection system 841-30-25 

deflector 

deflector 841-29-25 

delay 

delay time of electrode drive 841-26-45 

deposition 

chemical vapour deposition, CVD 841-22-07 

physical vapour deposition 

process, PVD 841-22-08 

physical vapour deposition 

treatment, PVD 841-34-13 

plasma assisted chemical vapour 

deposition treatment, PACVD 841-34-09 

plasma assisted physical vapour 

deposition treatment, PAPVD 841-34-10 

depth 

depth of hardening 841-27-22 

depth of penetration 841-27-21 

electron penetration depth 841-30-30 

power absorption depth 841-29-03 

power penetration depth 841-29-02 

deviation 

arc deviation 841-26-80 

device 

high-frequency ignition device 

(of a plasma torch) 841-31-16 

short-circuit ignition device 

(of a plasma torch) 841-31-17 

diaphragm 

aperture diaphragm 841-30-24 
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dielectric 

dielectric cutting edge 

welding electrode 841-28-26 

dielectric dryer 841-28-12 

dielectric drying 841-28-06 

dielectric gluing 841-28-07 

dielectric gluing press 841-28-16 

dielectric heater 841-28-1 1 

dielectric heating 841-28-01 

dielectric heating generator 841-28-15 

dielectric loss 841-28-02 

(dielectric) loss index 841-28-03 

dielectric plastic welder 841-28-13 

dielectric plastic welding 841-28-08 

dielectric preheater 841-28-14 

dielectric preheating 841-28-09 

dielectric welding electrode 841-28-25 

nominal dielectric heating frequency.... 841-28-33 

diffusive 

plasma diffusive treatment 841-34-11 

diode 

diode gun 841-30-17 

direct 

direct arc furnace 841-26-08 

direct arc heating 841-26-02 

direct current arc furnace 841-26-06 

direct electric heating 841-21-24 

direct induction heating 841-27-05 

direct resistance 

electroheat installation 841-23-04 

direct resistance heating 841-23-02 

directing 

infrared emitter directing unit 841-24-28 

disc 

rotating disc electrode 841-28-24 

discharge 

corona discharge 841-34-02 

discontinuous 

discontinuous furnace 841-23-09 

dispersed 

dispersed field heating 841-28-04 

distance 

attenuation distance 841-29-04 

divergence 

divergence of laser beam 841-32-15 

door 

cavity door 841-29-26 

maintenance door 841-29-27 

slagging door 841-26-34 

drawing 

drawing furnace 841-23-37 

drilling 

laser drilling machine 841-32-20 

drive 

delay time of electrode drive 841-26-45 

electrode drive 841-26-44 



drum 

rotary drum furnace 841-23-52 

dryer 

dielectric dryer 841-28-12 

electric dryer 841-22-05 

microwave dryer 841-29-07 

resistance dryer 841-23-64 

drying 

dielectric drying 841-28-06 

infrared drying 841-24-06 

infrared vacuum drying 841-24-07 

microwave drying 841-29-05 

dual-frequency 

dual-frequency induction heating 841-27-16 

duty 

continuous duty laser 841-32-22 

E 
eddy 

eddy currents 841-27-01 

edge 

dielectric cutting edge 
welding electrode 841-28-26 

effect 

anode effect 841-25-15 

pinch effect 841-27-28 

proximity effect 841-27-03 

skin effect 841-27-02 

efficiency 

efficiency of an electroheat 

installation 841-22-70 

electrothermal efficiency 841-22-69 

thermal efficiency 841-22-68 

elbow 

fume elbow 841-26-23 

electric 

arc furnace installation electric line 841-26-52 

direct electric heating 841-21-24 

electric dryer 841-22-05 

electric furnace 841-22-04 

electric heater 841-22-03 

electric heating 841-21-23 

electric infrared emitter 841-24-21 

electric radiant tube 841-23-1 1 

electric spark 841-34-04 

electric surface heating 841-21-27 

electric through heating 841-21-36 

indirect electric heating 841-21-25 

localized electric heating 841-21-26 

reactance of arc furnace installation 

electric line 841-26-69 

resistance of arc furnace installation 

electric line 841-26-68 

electrode 

arc furnace electrode 841-26-38 

bottom electrode 841-22-33 

coated electrode 841-26-42 



225 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



continuous electrode 841-26-43 

continuous electrode water heater 841-25-25 

control electrode 841-30-23 

counter electrode 841-25-32 

delay time of electrode drive 841-26-45 

dielectric cutting edge 

welding electrode 841-28-26 

dielectric welding electrode 841-28-25 

electrode arm 841-26-40 

electrode boiler 841-25-21 

electrode clamp 841-26-39 

electrode controller 841-26-46 

electrode current load 841-25-40 

electrode drive 841-26-44 

electrode furnace 841-25-16 

electrode glass furnace 841-25-20 

electrode heater 841-25-24 

electrode heating 841-25-01 

electrode holder 841-25-33 

electrode mast 841-26-41 

electrode nipple 841-26-47 

electrode regulator 841-26-46 

electrode salt-bath furnace 841-25-17 

electrode salt-bath furnace 

with isolated heating space 841-25-19 

electrode salt-bath furnace 

with unisolated heating space 841-25-19 

electrode shower boiler 841-25-22 

electrode speed 841-26-51 

electrode stand 841-25-34 

electrode steam generator 841-25-23 

electrode water heating 841-25-12 

heating electrode 841-25-28 

melting end of an electrode 

glass furnace 841-25-37 

plate electrodes 841-28-21 

remelted electrode 841-25-29 

rod electrode 841-28-22 

rotating cylinder electrodes 841-28-23 

rotating disc electrode 841-28-24 

self-baking electrode 841-26-48 

single electrode arc furnace 841-26-11 

specific electrode consumption 841-26-81 

starting electrode 

(of an arc furnace) 841-26-49 

starting electrode 

(of an electrode salt bath furnace) .... 841-25-31 

water-cooled electrode 841-26-50 

work electrode 

(of a dielectric heater) 841-28-20 

working electrode 841-25-30 

working end 
of an electrode glass furnace 841-25-36 

electroheat 

characteristic value 

of electroheat installation 841-22-67 

direct resistance electroheat 

installation 841-23-04 



efficiency of an electroheat 

installation 841-22-70 

electroheat 841-21-22 

electroheat equipment 841-22-01 

electroheat installation 841-22-02 

electroheat installation output 841-22-71 

electroheat installation productivity 841-22-71 

indirect resistance 

electroheat installation 841-23-05 

electrolysis 

fused salt electrolysis 841-25-02 

electrolytic 

electrolytic furnace 841-25-27 

electrolytic furnace busbars 841-25-35 

electromagnetic 

electromagnetic casting 

of liquid metals 841-27-26 

electromagnetic stirring 

of liquid metals 841-27-24 

electromagentic transport 

of liquid metals 841-27-25 

enhancing crystallization of liquid 

metal in electromagentic fields 841-27-27 

electron 

electron beam 841-30-01 

electron beam deflection system 841-30-25 

electron beam furnace 841-30-05 

electron beam heater 841-30-06 

electron beam heating 841-30-02 

electron beam heating equipment 841-30-04 

electron beam micromachine 841-30-07 

electron beam scanning system 841-30-26 

electron gun 841-30-08 

electron gun of axial symmetry 841-30-09 

electron gun with plasma emission 841-30-10 

electron penetration depth 841-30-30 

multi-beam electron gun 841-30-13 

ring-shaped electron gun 841-30-14 

transverse electron gun 841-30-16 

electroslag 

electroslag remelting 841-25-13 

electrothermal 

electrothermal efficiency 841-22-69 

element 

graphite heating element 841-23-15 

hair-pin element 841-23-22 

heating element 841-23-14 

heating element support 841-23-20 

high temperature heating element 841-23-19 

infrared heating element 841-24-14 

low temperature heating element 841-23-17 

medium temperature heating element. 841-23-18 

porcupine heating element 841-23-24 

rod-type heating element 841-23-23 

rotary harrow heating element 841-23-24 

silicon carbide heating element 841-23-16 

spiral heating element 841-23-21 

tape heating element 841-23-25 
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elevator 

elevator furnace 841-23-34 

emergency 

arc furnace emergency switch 841-26-57 

emission 

electron gun with plasma emission 841-30-10 

spontaneous emission 841-32-07 

stimulated emission 841-32-08 

thermionic emission gun 841-30-15 

emitter 

electric infrared emitter 841-24-21 

halogen lamp emitter 841-24-22 

infrared bright emitter 841-24-17 

infrared dark emitter 841-24-16 

infrared emitter directing unit 841-24-28 

infrared emitter reflector 841-24-29 

infrared high temperature emitter 841-24-20 

infrared low temperature emitter 841-24-18 

infrared medium temperature emitter... 841-24-19 

infrared plate emitter 841-24-25 

infrared quartz emitter 841-24-26 

infrared spot emitter 841-24-23 

tubular infrared emitter 841-24-24 

enclosure 

microwave enclosure 841-29-20 

end 

melting end of an electrode 

glass furnace 841-25-37 

working end of an electrode 

glass furnace 841-25-36 

endogas 

endogas 841-22-63 

endothermic 

endothermic atmosphere 841-22-63 

energy 

energy concentrator 841-33-06 

specific energy consumption 841-22-72 

enhancing 

enhancing crystallization of liquid 
metal in electromagentic fields 841-27-27 

enthalpy 

plasma average enthalpy 841-31-44 

plasma mean enthalpy 841-1 1-44 

equipment 

electroheat equipment 841-22-01 

electron beam heating equipment 841-30-04 

laser equipment 841-32-16 

microwave heating equipment 841-29-06 

ultrasonic equipment 841-33-04 

evaporation 

evaporation 841-22-09 

exogas 

exogas 841-22-64 

exothermic 

exothermic atmosphere 841-22-64 

external 

external gun 841-30-11 



F 

far 

far infrared radiation 841-24-02 

feeder 

charge feeder 841-22-42 

field 

dispersed field heating 841-28-04 

enhancing crystallization of liquid 

metal in electromagentic fields 841-27-27 

temperature field 841-21-01 

filament 

filament 841-24-27 

filter 

waveguide filter 
(in a dielectric heating equipment).... 841-28-27 

flexible 

flexible cable (of an arc furnace) 841-26-59 

flicker 

flicker 841-26-83 

fluidization 

fluidization 841-22-18 

fluidized 

fluidized bed furnace 841-23-61 

flux 

coil flux guide 841-27-61 

longitudinal flux induction heating 841-27-07 

transverse flux induction heating 841-27-08 

focusing 

focusing system 841-30-27 

folded 

folded pancake inductor 841-27-56 

forced 

forced convection 841-21-08 

forced convection furnace 841-23-65 

free 

free convection 841-21-07 

frequency 

frequency stability 

(of a dielectric heating generator) 841-28-10 

high frequency (in electroheat) 841-21-32 

low frequency (in electroheat) 841-21-30 

magnetic frequency multiplier 841-27-68 

mains frequency (in electroheat) 841-21-29 

medium frequency (in electroheat) 841-21-31 

microwave frequency (in electroheat).. 841-21-33 
nominal dielectric heating frequency.... 841-28-33 

thyristor frequency converter 841-27-70 

transistor frequency converter 841-27-71 

two-frequency induction 

crucible furnace 841-27-39 

fuel 

fuel plasma torch 841-31-39 

plasma fuel burner 841-31-39 

fume 

fume elbow 841-26-23 

fume hood 841-26-24 
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furnace 

alternating current arc furnace 841-26-07 

arc furnace 841-26-05 

arc furnace body 841-26-16 

arc furnace electrode 841-26-38 

arc furnace emergency switch 841-26-57 

arc furnace installation 841-26-14 

arc furnace installation electric line 841-26-52 

arc furnace installation 

high-current line 841-26-54 

arc furnace installation 

operating unbalance 841-26-75 

arc furnace installation 

structural unbalance 841-26-76 

arc furnace installation unbalance 841-26-74 

arc furnace lining 841-26-17 

arc furnace manoeuvring switch 841-26-58 

arc furnace operational switch 841-26-58 

arc furnace roof 841-06-18 

arc furnace shell 841-26-20 

arc furnace stirrer 841-26-60 

arc furnace transformer 841-26-55 

bale out furnace 841-23-35 

batch furnace 841-23-10 

bath furnace 841-23-62 

bell furnace 841-23-44 

belt conveyor furnace 841-23-38 

bogie furnace 841-23-56 

bogie hearth furnace 841-23-55 

box-type furnace 841-23-28 

chain conveyor furnace 841-23-45 

channel furnace inductor 841-27-57 

cold wall vacuum furnace 841-23-60 

continuous furnace 841-23-08 

crucible furnace inductor 841-27-59 

direct arc furnace 841-26-08 

direct current arc furnace 841-26-06 

discontinuous furnace 841-23-09 

drawing furnace 841-23-37 

electric furnace 841-22-04 

electrode furnace 841-25-16 

electrode glass furnace 841-25-20 

electrode salt-bath furnace 841-25-17 

electrode salt-bath furnace 

with isolated heating space 841-25-18 

electrode salt-bath furnace 

with unisolated heating space 841-25-19 

electrolytic furnace 841-25-27 

electrolytic furnace busbars 841-25-35 

electron beam furnace 841-30-05 

elevator furnace 841-23-34 

fluidized bed furnace 841-23-61 

forced convection furnace 841-23-65 

furnace heating-up time 841-22-73 

furnace supply voltage 841-26-64 

furnace tilting system 841-22-41 

glow-discharge furnace 841-34-15 

grooved hearth furnace 841-23-41 



horizontal furnace 841-23-30 

hot wall vacuum furnace 841-23-59 

indirect arc furnace 841-26-09 

induction channel furnace 841-27-30 

induction crucible furnace 841-27-32 

induction furnace 841-27-29 

induction furnace with cold crucible 841-27-34 

induction holding furnace 841-27-33 

induction melting furnace 841-27-37 

induction pouring furnace 841-27-38 

infrared furnace 841-24-10 

infrared vacuum furnace 841-24-11 

ladle (heating) furnace, LF, LHF 841-26-10 

lift off coil induction crucible 

melting furnace 841-27-36 

low thermal capacity furnace 841-23-66 

melting end of an electrode 

glass furnace 841-25-37 

muffle furnace 841-23-42 

multi-chamber furnace 841-23-29 

multi-zone furnace 841-23-39 

pit furnace 841-23-32 

plasma-fuel furnace 841-31-26 

plasma furnace 841-31-25 

pot-type furnace 841-23-33 

pusher furnace 841-23-50 

push-out induction 

crucible furnace 841-27-35 

rating power 

of an arc furnace transformer 841-26-65 

reactance of arc furnace 

high-current line 841-26-67 

reactance of arc furnace 

installation electric line 841-26-69 

resistance furnace 841-23-06 

resistance of arc furnace 

installation electric line 841-26-68 

resistance of high current line 

of arc furnace 841-26-66 

rocking furnace 841-23-57 

roller hearth furnace 841-23-49 

rotary drum furnace 841-23-52 

rotary hearth furnace 841-23-51 

screw conveyor furnace 841-23-46 

shaker hearth furnace 841-23-48 

short-circuit impedance 

of an arc furnace installation 841-26-72 

single electrode arc furnace 841-26-11 

skid hearth furnace 841-23-54 

sloping hearth furnace 841-23-47 

specific power 

of an arc furnace installation 841-26-82 

submerged arc-resistance furnace 841-26-12 

submerged arc-resistance 

furnace installation 841-26-15 

tilting furnace 841-23-43 

tubular furnace 841-23-40 

tunnel furnace 841-23-36 
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two-chamber induction 

channel furnace 841-27-31 

two-frequency induction 

crucible furnace 841-27-39 

vacuum furnace 841-23-58 

vacuum induction furnace 841-27-40 

vacuum remelting arc furnace 841-26-13 

vertical furnace 841-23-31 

walking beam furnace 841-23-53 

working end 

of an electrode glass furnace 841-25-36 

fused 

fused salt electrolysis 841-25-02 

G 

gap 

air gap heating capacitor 841-28-19 

gap inductor 841-27-56 

gas 

gas generator 841-22-54 

plasma gas 841-31-14 

generator 

dielectric heating generator 841-28-15 

electrode steam generator 841-25-23 

gas generator 841-22-54 

generator atmosphere 841-22-65 

microwave generator 841-29-16 

plasma generator 841-31-03 

ultrasonic generator 841-33-10 

giant 

giant pulse 841-32-11 

glass 

electrode glass furnace 841-25-20 

glass making batch 841-25-10 

melting end of an electrode 

glass furnace 841-25-37 

working end of an electrode 

glass furnace 841-25-36 

glow-discharge 

abnormal glow-discharge 841-34-01 

glow-discharge 841-34-03 

glow-discharge furnace 841-34-15 

glow-discharge installation 841-34-16 

glow-discharge heating 841-34-05 

glow-discharge nitriding 841-34-06 

glue 

glue curing 841-28-07 

gluing 

dielectric gluing 841-28-07 

dielectric gluing press 841-28-16 

gouging 

plasma jet gouging 841-31-22 

gradient 

temperature gradient 841-21-03 

graphite 

graphite heating element 841-23-15 



grinding 

microwave grinding 841-29-08 

grooved 

grooved hearth furnace 841-23-41 

guide 

coil flux guide 841-27-61 

induction heater guide 841-27-66 

gun 

diode gun 841-30-17 

electron gun 841-30-08 

electron gun of axial symmetry 841-30-09 

electron gun with plasma emission 841-30-10 

external gun 841-30-11 

internal gun 841-30-12 

multi-beam electron gun 841-30-13 

ring-shaped electron gun 841-30-14 

thermionic emission gun 841-30-15 

transverse electron gun 841-30-16 

triodegun 841-30-18 

H 

hair-pin 

hair-pin element 841-23-22 

halogen 

halogen lamp emitter 841-24-22 

hardening 

contour hardening 841-27-15 

depth of hardening 841-27-22 

hardening 841-22-24 

hardening by quenching 841-22-25 

induction hardening 841-27-14 

surface hardening 841-22-27 

through hardening 841-22-28 

harrow 

rotary harrow heating element 841-23-24 

hearth 

bogie hearth furnace 841-23-55 

conductive hearth 841-26-21 

grooved hearth furnace 841-23-41 

roller hearth furnace 841-23-49 

rotary hearth furnace 841-23-51 

shaker hearth furnace 841-23-48 

skid hearth furnace 841-23-54 

sloping hearth furnace 841-23-47 

heat 

heat accumulator 841-25-26 

heat balance 841-21-13 

heat conduction 841-21-05 

heat convection 841-21-06 

heat input 841-21-15 

heat insulation lining 841-22-40 

heat output 841-21-16 

heat transfer 841-21-10 

heat treatment 841-22-21 

latent heat 841-21-12 

(quantity of) heat 841-21-04 
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recuperative heat 841-21-20 

specific heat 841-21-11 

stored heat 841-21-17 

surface heat treatment 841-22-22 

useful heat 841-21-19 

heated 

resistance heated boiler 841-23-63 

heater 

continuous electrode water heater 841-25-25 

dielectric heater 841-28-1 1 

electric heater 841-22-03 

electrode heater 841-25-24 

electron beam heater 841-30-06 

induction heater 841-27-41 

induction heater guide 841-27-66 

infrared ceramic heater 841-24-13 

infrared heater 841-24-12 

laser heater 841-32-18 

plasma heater 841-31-28 

resistance heater 841-23-07 

surface induction heater 841-27-42 

through induction heater 841-27-43 

heating 

air gap heating capacitor 841-28-19 

arc heating 841-26-01 

charge heating time 841-22-74 

dielectric heating 841-28-01 

dielectric heating generator 841-28-15 

direct arc heating 841-26-02 

direct electric heating 841-21-24 

direct induction heating 841-27-05 

direct resistance heating 841-23-02 

dispersed field heating 841-28-04 

dual-frequency induction heating 841-27-16 

electric heating 841-21-23 

electric surface heating 841-21-27 

electric through heating 841-21-36 

electrode heating 841-25-01 

electrode salt-bath furnace 

with isolated heating space 841-25-18 

electrode salt-bath furnace 

with unisolated heating space 841-25-19 

electrode water heating 841-25-12 

electron beam heating 841-30-02 

electron beam heating equipment 841-30-04 

glow-discharge heating 841-34-05 

graphite heating element 841-23-15 

heating 841-22-13 

heating cable 841-23-12 

heating capacitor 841-28-18 

heating chamber 841-22-34 

heating conductor surface load 841-23-69 

heating electrode 841-25-28 

heating element 841-23-14 

heating element support 841-23-20 

heating in constant voltage plasma 841-34-07 

heating inductor 841-27-48 



heating in pulsating plasma 841-34-08 

heating in salt bath 841-22-20 

heating mat 841-23-26 

heating power 841-21-34 

heating resistor 841-23-13 

heating salt 841-25-06 

heating salt mixture 841-25-07 

high temperature heating element 841-23-19 

indirect arc heating 841-26-03 

indirect electric heating 841-21-25 

indirect induction heating 841-27-06 

indirect resistance heating 841-23-03 

induction heating 841-27-04 

infrared heating 841-24-05 

infrared heating element 841-24-14 

infrared space heating 841-24-08 

ion heating 841-34-05 

laser heating 841-32-01 

liquid heating medium 841-25-05 

localized electric heating 841-21-26 

longitudinal flux induction heating 841-27-07 

low temperature heating element 841-23-17 

medium temperature 

heating element 841-23-18 

microwave heating 841-29-01 

microwave heating equipment 841-29-06 

nominal dielectric heating frequency.... 841-28-33 

plasma heating 841-31-02 

porcupine heating element 841-23-24 

radiant heating panel 841-24-30 

resistance heating 841-23-01 

rod-type heating element 841-23-23 

rotary harrow heating element 841-23-24 

selective heating 841-28-05 

silicon carbide heating element 841-23-16 

spiral heating element 841-23-21 

submerged arc heating 841-26-04 

surface induction heating 841-27-09 

tape heating element 841-23-25 

through induction heating 841-27-10 

transverse flux induction heating 841-27-08 

travelling wave heating 841-27-11 

ultrasonic heating 841-33-01 

heating-up 

furnace heating-up time 841-22-73 

heating-up power 841-21-37 

heel 
liquid heel 841-27-67 

high 

high frequency (in electroheat) 841-21-32 

high pressure plasma 841-31-09 

high temperature heating element 841-23-19 

high temperature plasma 841-31-06 

infrared high temperature emitter 841-24-20 

high-current 

arc furnace installation 
high-current line 841-26-54 
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reactance of arc furnace 

high-current line 841-26-67 

resistance of high current line 

of arc furnace 841-26-66 

high-frequency 

high-frequency ignition device 

(of a plasma torch) 841-31-16 

useful high-frequency power 841-28-28 

holder 

electrode holder 841-25-33 

holding 

holding 841-22-26 

induction holding furnace 841-27-33 

hole 

bottom tapping hole 841-26-31 

inspection hole 841-22-53 

side tapping hole 841-26-30 

hollow 

hollow cathode 841-31-43 

hood 

fume hood 841-26-24 

horizontal 

horizontal furnace 841-23-30 

hot 

hot cathode (of an electron gun) 841-30-22 

hot wall vacuum furnace 841-23-59 

hyperfrequency 

hyperfrequency (in electroheat) 841-21-33 

I 

ignition 

high-frequency ignition device 

(of a plasma torch) 841-31-16 

ignition of a plasma torch 841-31-15 

short-circuit ignition device 

(of a plasma torch) 841-31-17 

impedance 

short-circuit impedance 
of an arc furnace installation 841-26-72 

implantation 

ion implantation 841-22-10 

index 

(dielectric) loss index 841-28-03 

indirect 

indirect arc furnace 841-26-09 

indirect arc heating 841-26-03 

indirect electric heating 841-21-25 

indirect induction heating 841-27-06 

indirect resistance 

electroheat installation 841-23-05 

indirect resistance heating 841-23-03 

induced 

induced current 841-27-01 

induction 

direct induction heating 841-27-05 

dual-frequency induction heating 841-27-16 

indirect induction heating 841-27-06 

induction brazing 841-27-17 



induction channel furnace 841-27-30 

induction crucible furnace 841-27-32 

induction furnace 841-27-29 

induction furnace with cold crucible 841-27-34 

induction hardening 841-27-14 

induction heater 841-27-41 

induction heater guide 841-27-66 

induction heating 841-27-04 

induction holding furnace 841-27-33 

induction melting 841-27-12 

induction melting furnace 841-27-37 

induction plasma torch 841-31-38 

induction pouring furnace 841-27-38 

induction soldering 841-27-17 

induction stirrer 841-26-60 

induction tube welding 841-27-19 

induction welding 841-27-18 

lift off coil induction crucible 

melting furnace 841-27-36 

longitudinal flux induction heating 841-27-07 

push-out induction crucible furnace 841-27-35 

surface induction heater 841-27-42 

surface induction heating 841-27-09 

through induction heater 841-27-43 

through induction heating 841-27-10 

transverse flux induction heating 841-27-08 

two-chamber induction 

channel furnace 841-27-31 

two-frequency induction 

crucible furnace 841-27-39 

vacuum induction furnace 841-27-40 

zone induction melting 841-27-13 

inductive 

inductive plasma 841-31-12 

inductor 

channel furnace inductor 841-27-57 

channel inductor 841-27-57 

cooling and protection shield 

for inductor 841-27-60 

core type inductor 841-27-58 

crucible furnace inductor 841-27-59 

folded pancake inductor 841-27-56 

gap inductor 841-27-56 

heating inductor 841-27-48 

inductor 841-27-47 

inner inductor 841-27-50 

loop inductor 841-27-51 

meander inductor 841-27-52 

multi-layer inductor 841-27-53 

pancake inductor 841-27-54 

split inductor 841-27-55 

inert 

inert atmosphere 841-22-55 

infrared 

electric infrared emitter 841-24-21 

far infrared radiation 841-24-02 

infrared bright emitter 841-24-17 

infrared ceramic heater 841-24-13 
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infrared dark emitter 841-24-16 

infrared drying 841-24-06 

infrared emitter directing unit 841-24-28 

infrared emitter reflector 841-24-29 

infrared furnace 841-24-10 

infrared heater 841-24-12 

infrared heating 841-24-05 

infrared heating element 841-24-14 

infrared high temperature emitter 841-24-20 

infrared installation 841-24-09 

infrared lamp radiator 841-24-15 

infrared low temperature emitter 841-24-18 

infrared medium temperature emitter... 841-24-19 

infrared plate emitter 841-24-25 

infrared quartz emitter 841-24-26 

infrared radiation 841-24-01 

infrared space heating 841-24-08 

infrared spot emitter 841-24-23 

infrared vacuum drying 841-24-07 

infrared vacuum furnace 841-24-11 

longwave infrared radiation 841-24-02 

medium infrared radiation 841-24-03 

mediumwave infrared radiation 841-24-03 

near infrared radiation 841-24-04 

shortwave infrared radiation 841-24-04 

tubular infrared emitter 841-24-24 

ingot 

ingot solidification 841-25-14 

inner 

inner inductor 841-27-50 

input 

heat input 841-21-15 

inspection 

inspection hole 841-22-53 

installation 

arc furnace installation 841-26-14 

arc furnace installation electric line 841-26-52 

arc furnace installation 

high-current line 841-26-54 

arc furnace installation 

operating unbalance 841-26-75 

arc furnace installation 

structural unbalance 841-26-76 

arc furnace installation unbalance 841-26-74 

characteristic value 

of electroheat installation 841-22-67 

direct resistance 

electroheat installation 841-23-04 

efficiency of an electroheat 

installation 841-22-70 

electroheat installation 841-22-02 

electroheat installation output 841-22-71 

electroheat installation productivity 841-22-71 

glow-discharge installation 841-34-16 

indirect resistance 

electroheat installation 841-23-05 

infrared installation 841-24-09 

laser installation 841-32-17 
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reactance of arc furnace installation 

electric line 841-26-69 

resistance of arc furnace installation 

electric line 841-26-68 

short-circuit impedance 

of an arc furnace installation 841-26-72 

specific power 

of an arc furnace installation 841-26-82 

submerged arc-resistance 

furnace installation 841-26-15 

ultrasonic installation 841-33-05 

insulation 

coil insulation 841-27-49 

heat insulation lining 841-22-40 

thermal insulation 841-21-28 

intensity 

ultrasound intensity 841-33-13 

internal 

internal gun 841-30-12 

ion 

ion heating 841-34-05 

ion implantation 841-22-10 

ion nitriding 841-34-06 

isolated 

electrode salt-bath furnace 
with isolated heating space 841-25-18 

isothermal 

isothermal surface 841-21-02 

J 

jet 

laminar jet plasma torch 841-31-34 

plasma jet 841-31-18 

plasma jet gouging 841-31-22 

turbulent jet plasma torch 841-31-35 

L 

ladle 

ladle 841-22-51 

ladle (heating) furnace, LF, LHF 841-26-10 

lagging 

lagging phase 841-26-79 

laminar 

laminar jet plasma torch 841-31-34 

lamp 

halogen lamp emitter 841-24-22 

infrared lamp radiator 841-24-15 

lance 

lance manipulator 841-26-26 

oxygen lance 841-26-25 

laser 

coherence of laser beam 841-32-14 

continuous duty laser 841-32-22 

divergence of laser beam 841-32-15 

laser cutting-off machine 841-32-21 

laser drilling machine 841-32-20 

laser equipment 841-32-16 

laser heater 841-32-18 
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laser heating 841-32-01 

laser installation 841-32-17 

laser machine 841-32-19 

laser radiation 841-32-04 

laser resonator 841-32-24 

multi-modal laser beam 841-32-06 

pulsed laser 841-32-23 

single modal laser beam 841-32-05 

lasing 

lasing 841-32-09 

latent 

latent heat 841-21-12 

launder 

launder 841-22-38 

lead 

cold lead 841-23-27 

leading 

leading phase 841-26-78 

levitation 

levitation melting 841-27-20 

lift 

lift off coil induction crucible 
melting furnace 841-27-36 

lifting 

roof lifting and swinging system 841-26-29 

line 

arc furnace installation electric line 841-26-52 

arc furnace installation 

high-current line 841-26-54 

reactance of arc furnace 

high-current line 841-26-67 

reactance of arc furnace installation 

electric line 841-26-69 

resistance of arc furnace installation 

electric line 841-26-68 

resistance of high current line 

of arc an furnace 841-26-66 

lining 

arc furnace lining 841-26-17 

furnace lining 841-26-37 

heat insulation lining 841-22-40 

refractory lining 841-22-39 

liquid 

electromagnetic casting 

of liquid metals 841-27-26 

electromagnetic stirring 

of liquid metals 841-27-24 

electromagentic transport 

of liquid metals 841-27-25 

enhancing crystallization of liquid 

metal in electromagentic fields 841-27-27 

liquid heating medium 841-25-05 

liquid heel 841-27-67 

load 

electrode current load 841-25-40 

heating conductor surface load 841-23-69 

microwave load 841-29-12 



localized 

localized electric heating 841-21-26 

lock 

lock chamber 841-22-36 

longitudinal 

longitudinal flux induction heating 841-27-07 

longwave 

longwave infrared radiation 841-24-02 

loop 

loop inductor 841-27-51 

loss 

dielectric loss 841-28-02 

(dielectric) loss index 841-28-03 

power losses 841-28-31 

rated stand-by losses 

(in electroheat) 841-21-38 

thermal losses 841-21-14 

low 

infrared low temperature emitter 841-24-18 

low frequency (in electroheat) 841-21-30 

low pressure plasma 841-31-08 

low temperature heating element 841-23-17 

low thermal capacity furnace 841-23-66 

M 

machine 

laser cutting-off machine 841-32-21 

laser drilling machine 841-32-20 

laser machine 841-32-19 

magnetic 

magnetic frequency multiplier 841-27-68 

magnetostrictive 

magnetostrictive converter 841-33-07 

magnetron 

reactive magnetron sputtering 841-34-14 

mains 

mains frequency (in electroheat) 841-21-29 

maintenance 

maintenance door 841-29-27 

making 

glass making batch 841-25-10 

manipulator 

lance manipulator 841-26-26 

manoeuvring 

arc furnace manoeuvring switch 841-26-58 

mast 

electrode mast 841-26-41 

mat 

heating mat 841-23-26 

mean 

plasma mean enthalpy 841-11-44 

meander 

meander inductor 841-27-52 

medium 

active medium 841-32-02 

infrared medium temperature emitter... 841-24-19 
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liquid heating medium 841-25-05 

medium frequency (in electroheat) 841-21-31 

medium infrared radiation 841-24-03 

medium temperature heating element. 841-23-18 

mediumwave 

mediumwave infrared radiation 841-24-03 

melting 

cold crucible melting 841-27-20 

induction melting 841-27-12 

induction melting furnace 841-27-37 

levitation melting 841-27-20 

lift off coil induction crucible 

melting furnace 841-27-36 

melting 841-22-15 

melting end of an electrode 

glass furnace 841-25-37 

melting time 841-22-75 

plasma melting 841-31-20 

vacuum melting 841-22-16 

zone induction melting 841-27-13 

metal 

electromagnetic casting 

of liquid metals 841-27-26 

electromagnetic stirring 

of liquid metals 841-27-24 

electromagentic transport 

of liquid metals 841-27-25 

enhancing crystallization of liquid 

metal in electromagentic fields 841-27-27 

metal bath 841-25-08 

micromachine 

electron beam micromachine 841-30-07 

microwave 

microwave applicator 841-29-11 

microwave cavity 841-29-19 

microwave dryer 841-29-07 

microwave drying 841-29-05 

microwave enclosure 841-29-20 

microwave frequency (in electroheat).. 841-21-33 

microwave generator 841-29-16 

microwave grinding 841-29-08 

microwave heating 841-29-01 

microwave heating equipment 841-29-06 

microwave load 841-29-12 

microwave oven 841-29-15 

microwave pasteurising 841-29-09 

microwave plasma 841-31-13 

microwave plasma torch 841-31-37 

microwave sterilizing 841-29-10 

microwave stirrer 841-29-23 

microwave transparency 841-29-14 

microwave workload 841-29-13 

mix 

anode mix 841-25-39 

mixture 

heating salt mixture 841-25-07 

modal 

single modal laser beam 841-32-05 



mode 

single mode cavity 841-29-17 

molten 

molten salt decomposition voltage 841-25-41 

monochromaticity 

monochromaticity of radiation beam.... 841-32-13 

muffle 

muffle 841-23-68 

muffle furnace 841-23-42 

multi-beam 

multi-beam electron gun 841-30-13 

multi-chamber 

multi-chamber furnace 841-23-29 

multi-layer 

multi-layer inductor 841-27-53 

multi-modal 

multi-modal laser beam 841-32-06 

multimode 

multimode cavity 841-29-18 

multiplier 

magnetic frequency multiplier 841-27-68 

multi-zone 

multi-zone furnace 841-23-39 

N 
natural 

natural atmosphere 841-22-61 

natural convection 841-21-07 

near 

near infrared radiation 841-24-04 

neutral 

neutral atmosphere 841-22-55 

nipple 

electrode nipple 841-26-47 

nitriding 

glow-discharge nitriding 841-34-06 

ion nitriding 841-34-06 

nitrogen-based 

nitrogen-based atmosphere 841-22-60 

nitrogen-hydrogen 

nitrogen-hydrogen atmosphere 841-22-66 

nominal 

nominal dielectric heating frequency.... 841-28-33 
nominal value 841-28-32 

non-conducting 

non-conducting crucible 841-27-46 

non-electrode 

non-electrode plasma torch 841-31-36 

non-transferred 

non-transferred arc plasma torch 841-31-31 

normal 

normal pulse 841-32-10 

nozzle 

nozzle (of a plasma torch) 841-31-40 
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o 

opening 

access opening 841-29-21 

operating 

arc furnace installation 

operating unbalance 841-26-75 

operating short-circuit 841-26-70 

operating temperature 841-21-39 

operational 

arc furnace operational switch 841-26-58 

optical 

optical viewing system 841-30-28 

out 

bale out furnace 841-23-16 

output 

electroheat installation output 841-22-71 

heat output 841-21-16 

rated useful output power 841-28-29 

oven 

microwave oven 841-29-15 

oxidizing 

oxidizing atmosphere 841-22-57 

oxy-fuel 

oxy-fuel burner 841-26-27 

oxygen 

oxygen lance 841-26-25 

P 

pancake 

folded pancake inductor 841-27-56 

pancake inductor 841-27-54 

panel 

radiant heating panel 841-24-30 

water cooled panel 841-26-32 

pasteurising 

microwave pasteurising 841-29-09 

penetration 

depth of penetration 841-27-21 

electron penetration depth 841-30-30 

power penetration depth 841-29-02 

perveance 

perveance 841-30-31 

phase 

dead phase 841-26-79 

lagging phase 841-26-79 

leading phase 841-26-78 

wild phase 841-26-78 

physical 
physical vapour deposition 

process, PVD 841-22-08 

physical vapour deposition 

treatment, PVD 841-34-13 

plasma assisted physical vapour 

deposition treatment, PAPVD 841-34-10 

pilot 

pilot arc 841-31-19 



pinch 

pinch effect 841 

pit 

pit furnace 841- 

plasma-fuel 

plasma-fuel furnace 841- 

plasma 

arc plasma 841 

arc plasma torch 841- 

arc thermal plasma 841- 

cold plasma 841 

convertible arc plasma torch 841- 

electron gun with plasma emission 841- 

heating in constant voltage plasma 841- 

heating in pulsating plasma 841- 

high pressure plasma 841- 

high temperature plasma 841- 

ignition of a plasma torch 841- 

induction plasma torch 841- 

inductive plasma 841 

laminar jet plasma torch 841- 

low pressure plasma 841- 

microwave plasma 841- 

microwave plasma torch 841- 

non-transferred arc plasma torch 841- 



lasma 841 

lasma arc 841 

lasma arc cutting 841 

lasma assisted chemical vapour 

deposition treatment, PACVD 841 

lasma assisted physical vapour 

deposition treatment, PAPVD 841 

lasma average enthalpy 841 

lasma average temperature 841 

lasma cutting 841 

lasma diffusive treatment 841 

lasma fuel barner 841 

lasma furnace 841 

lasma gas 841 

lasma generator 841 

lasma heater 841 

lasma heating 841 

lasma jet 841 

lasma jet gouging 841 

lasma mean enthalpy 841 

lasma melting 841 

lasma polymerisation 841 

lasma reactor 841 

lasma spraying 841 

lasma stabilization 841 

lasma temperature 841 

lasma welding 841 

thermal plasma 841 

transferred arc plasma torch 841 

turbulent plasma torch 841 



27-28 

23-32 

31-26 

■31-10 
31-30 
31-10 
•31-05 
31-33 
30-10 
34-07 
34-08 
31-09 
31-06 
31-15 
31-38 
■31-12 
31-34 
31-08 
31-13 
31-37 
31-31 
■31-01 
31-11 
31-21 

34-09 

34-10 
31-44 
31-46 
31-21 
34-11 
31-39 
31-25 
31-14 
31-03 
31-28 
31-02 
31-18 
31-22 
11-44 
31-20 
34-12 
31-27 
31-24 
31-04 
31-45 
31-23 
31-07 
31-32 
31-35 
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plastic 

dielectric plastic welder 841-28-13 

dielectric plastic welding 841-28-08 

plate 

crystallizer bottom plate 841-25-38 

infrared plate emitter 841-24-25 

plate electrodes 841-28-21 

polymerisation 

plasma polymerisation 841-34-12 

porcupine 

porcupine heating element 841-23-24 

pot-type 

pot-type furnace 841-23-33 

pouring 

induction pouring furnace 841-27-38 

power 

arc power 841-26-62 

heating power 841-21-34 

heating-up power 841-21-37 

power absorption depth 841-29-03 

power losses 841-28-31 

power penetration depth 841-29-02 

pulse power 841-28-30 

rated useful output power 841-28-29 

rating power of an arc furnace 

transformer 841-26-65 

specific power 

of an arc furnace installation 841-26-82 

thermal power 841-21-21 

useful high-frequency power 841-28-28 

preheater 

dielectric preheater 841-28-14 

preheater 841-26-28 

preheating 

dielectric preheating 841-28-09 

press 

dielectric gluing press 841-28-16 

pressure 

high pressure plasma 841-31-09 

low pressure plasma 841-31-08 

process 

physical vapour deposition 

process, PVD 841-22-08 

thermal process 841-21-18 

processing 

processing atmosphere 841-22-58 

productivity 

electroheat installation productivity 841-22-71 

protection 

cooling and protection shield 
for inductor 841-27-60 

proximity 

proximity effect 841-27-04 

pulsating 

heating in pulsating plasma 841-34-08 



pulse 

giant pulse 841-32-11 

normal pulse 841-32-10 

pulse power 841-28-30 

pulsed 

pulsed laser 841-32-23 

pumping 

pumping 841-32-12 

pusher 

pusher furnace 841-23-50 

push-out 

push-out induction crucible furnace 841-27-35 

quantity 

(quantity of) heat 841-21-04 

quartz 

infrared quartz emitter 841-24-26 

quench 

quench 841-27-64 

quenching 

hardening by quenching 841-22-25 

R 

radiant 

electric radiant tube 841-23-1 1 

radiant heating panel 841-24-30 

radiation 

beam of radiation 841-32-03 

far infrared radiation 841-24-02 

infrared radiation 841-24-01 

laser radiation 841-32-04 

longwave infrared radiation 841-24-02 

medium infrared radiation 841-24-03 

mediumwave infrared radiation 841-24-03 

monochromaticity of radiation beam.... 841-32-13 

near infrared radiation 841-24-04 

shortwave infrared radiation 841-24-04 

thermal radiation 841-21-09 

radiator 

infrared lamp radiator 841-24-15 

rated 

rated stand-by losses (in electroheat).. 841-21-38 

rated temperature (in electroheat) 841-21-37 

rated useful output power 841-28-29 

rated value 841-21-35 

rating 

rating power of an arc furnace 
transformer 841-26-65 

reactance 

reactance of arc furnace 

high-current line 841-26-67 

reactance of arc furnace installation 

electric line 841-26-69 

reactive 

reactive magnetron sputtering 841-34-14 

reactor 

plasma reactor 841-31-27 

reactor 841-27-47 
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recuperative 

recuperative heat 841-21-20 

reducing 

reducing atmosphere 841-22-56 

reduction 

thermo-electrolytic reduction 841-25-03 

refining 

refining 841-22-17 

thermo-electrolytic refining 841-25-04 

reflector 

infrared emitter reflector 841-24-29 

reflector 841-29-24 

refractory 

refractory lining 841-22-39 

regulator 

electrode regulator 841-26-46 

remelted 

remelted electrode 841-25-29 

remelting 

electroslag remelting 841-25-13 

remelting 841-22-19 

vacuum remelting arc furnace 841-26-13 

resistance 

direct resistance 

electroheat installation 841-23-04 

direct resistance heating 841-23-02 

indirect resistance 

electroheat installation 841-23-05 

indirect resistance heating 841-23-03 

resistance dryer 841-23-64 

resistance furnace 841-23-06 

resistance heated boiler 841-23-63 

resistance heater 841-03-07 

resistance heating 841-23-01 

resistance of arc furnace installation 

electric line 841-26-68 

resistance of high current line 

of arc furnace 841-26-66 

submerged arc-resistance furnace 841-26-12 

submerged arc-resistance 

furnace installation 841-26-15 

resistor 

heating resistor 841-23-13 

resonator 

cavity resonator 

with additional capacitance 841-28-17 

laser resonator 841-32-24 

retort 

retort 841-22-49 

ring-shaped 

ring-shaped electron gun 841-30-14 

rocking 

rocking furnace 841-23-57 

rod 

rod electrode 841-28-22 

rod -type 

rod-type heating element 841-23-23 



roller 

roller hearth furnace 841-23-49 

roof 

arc furnace roof 841-26-18 

furnace roof 841-26-39 

roof lifting and swinging system 841-26-29 

spray cooled roof 841-26-19 

water cooled roof 841-26-33 

rotary 

rotary converter 841-27-69 

rotary drum furnace 841-23-52 

rotary harrow heating element 841-23-24 

rotary hearth furnace 841-23-51 

rotating 

rotating cylinder electrodes 841-28-23 

rotating disc electrode 841-28-24 

S 

salt 

fused salt electrolysis 841-25-02 

heating in salt bath 841-22-20 

heating salt 841-25-06 

heating salt mixture 841-25-07 

molten salt decomposition voltage 841-25-41 

salt bath 841-25-09 

salt-bath 

electrode salt-bath furnace 841-25-17 

electrode salt-bath furnace 

with isolated heating space 841-25-18 

electrode salt-bath furnace 

with unisolated heating space 841-25-19 

scanning 

electron beam scanning system 841-30-26 

screw 

screw conveyor furnace 841-23-46 

selective 

selective heating 841-28-05 

self-baking 

self-baking electrode 841-26-48 

separate 

separate anode (of an electron gun).... 841-30-19 

shaker 

shaker conveyor 841-22-45 

shaker hearth furnace 841-23-48 

shell 

arc furnace shell 841-26-20 

furnace shell 841-26-40 

shield 

cooling and protection shield 
for inductor 841-27-60 

short-circuit 

operating short-circuit 841-26-70 

short-circuit ignition device 

(of a plasma torch) 841-31-17 

short-circuit impedance 

of an arc furnace installation 841-26-72 

testing short-circuit 841-26-71 
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shortwave 

shortwave infrared radiation 841-24-04 

shower 

electrode shower boiler 841-25-22 

side 

side tapping hole 841-26-30 

silicon 

silicon carbide heating element 841-23-16 

single 

single electrode arc furnace 841-26-11 

single modal laser beam 841-32-05 

single mode cavity 841-29-17 

skid 

skid hearth furnace 841-23-54 

skin 

skin effect 841-27-02 

slag 

conducting slag 841-25-11 

slagging 

slagging door 841-26-34 

sloping 

sloping hearth furnace 841-23-47 

soldering 

induction soldering 841-27-17 

solidification 

ingot solidification 841-25-14 

sonotrode 

sonotrode 841-33-08 

space 

electrode salt-bath furnace 

with isolated heating space 841-25-18 

electrode salt-bath furnace 

with unisolated heating space 841-25-19 

infrared space heating 841-24-08 

spark 

electric spark 841-34-04 

specific 

specific electrode consumption 841-26-81 

specific energy consumption 841-22-72 

specific heat 841-21-11 

specific power 
of an arc furnace installation 841-26-82 

speed 

electrode speed 841-26-51 

spiral 

spiral heating element 841-23-21 

split 

split inductor 841-27-55 

spontaneous 

spontaneous emission 841-32-07 

spot 

infrared spot emitter 841-24-23 

spout 

tapping spout 841-26-36 

spray 

spray cooled roof 841-26-19 



sprayer 

sprayer 841-27-65 

spraying 

plasma spraying 841-31-24 

thermal spraying 841-22-1 1 

sputtering 

reactive magnetron sputtering 841-34-14 

sputtering 841-22-12 

stability 

frequency stability 
(of a dielectric heating generator) 841-28-10 

stabilization 

plasma stabilization 841-31-04 

stand 

electrode stand 841-25-34 

stand-by 

rated stand-by losses 
(in electroheat) 841-21-38 

starting 

starting electrode (of an arc furnace)... 841-26-49 
starting electrode (of an electrode 
salt bath furnace) 841-25-31 

steam 

electrode steam generator 841-25-23 

sterilizing 

microwave sterilizing 841-29-40 

stimulated 

stimulated emission 841-32-08 

stirrer 

arc furnace stirrer 841-26-60 

induction stirrer 841-26-60 

microwave stirrer 841-29-23 

stirring 

bath stirring 841-27-23 

electromagnetic stirring 
of liquid metals 841-27-24 

stored 

stored heat 841-21-17 

structural 

arc furnace installation 

structural unbalance 841-26-76 

structural anode (of an electron gun)... 841-30-20 

submerged 

submerged arc heating 841-26-04 

submerged arc-resistance furnace 841-26-12 

submerged arc-resistance 
furnace installation 841-26-15 

supply 

furnace supply voltage 841-26-64 

support 

heating element support 841-23-20 

surface 

electric surface heating 841-21-27 

heating conductor surface load 841-23-69 

isothermal surface 841-21-02 

surface hardening 841-22-27 
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surface heat treatment 841-22-22 

surface induction heater 841-27-42 

surface induction heating 841-27-09 

useful surface 
(of a heating chamber) 841-23-70 

swinging 

roof lifting and swinging system 841-26-29 

switch 

arc furnace emergency switch 841-26-57 

arc furnace manoeuvring switch 841-26-58 

arc furnace operational switch 841-26-58 

symmetry 

electron gun of axial symmetry 841-30-09 

synthetic 

synthetic atmosphere 841-22-62 

system 

arc control system 841-26-53 

cooling system 841-27-63 

electron beam deflection system 841-30-25 

electron beam scanning system 841-30-26 

focusing system 841-30-27 

furnace tilting system 841-22-41 

optical viewing system 841-30-28 

roof lifting and swinging system 841-26-29 

tilting system 841-26-37 

T 

tail 

cold tail 841-23-27 

tape 

tape heating element 841-23-25 

tapping 

bottom tapping hole 841-26-31 

side tapping hole 841-26-30 

tapping bay 841-26-35 

tapping spout 841-26-36 

temperature 

high temperature heating element 841-23-19 

high temperature plasma 841-31-06 

infrared high temperature emitter 841-24-20 

infrared low temperature emitter 841-24-18 

infrared medium temperature emitter... 841-24-19 

low temperature heating element 841-23-17 

medium temperature heating element. 841-23-18 

operating temperature 841-21-39 

plasma average temperature 841-31-46 

plasma temperature 841-31-45 

temperature field 841-21-01 

temperature gradient 841-21-03 

working temperature 841-21-39 

tempering 

tempering 841-22-29 

testing 

testing short-circuit 841-26-71 

thermal 

arc thermal plasma 841-31-10 

low thermal capacity furnace 841-23-66 



thermal conduction 841-21-05 

thermal convection 841-21-06 

thermal efficiency 841-22-68 

thermal insulation 841-21-28 

thermal losses 841-21-14 

thermal plasma 841-31-07 

thermal power 841-21-21 

thermal process 841-21-18 

thermal radiation 841-21-09 

thermal spraying 841-22-1 1 

thermionic 

thermionic emission gun 841-30-15 

thermo-chemical 

thermo-chemical treatment 841-22-30 

thermo-electrolysis 
thermo-electrolysis 841-25-03 

thermo-electrolytic 

thermo-electrolytic reduction 841-25-03 

thermo-electrolytic refining 841-25-04 

through 

electric through heating 841-21-36 

through hardening 841-22-28 

through induction heater 841-27-43 

through induction heating 841-27-1 1 

thyristor 

thyristor frequency converter 841-27-10 

tilting 

furnace tilting system 841-22-41 

tilting furnace 841-23-43 

tilting system 841-26-37 

time 

charge heating time 841-22-74 

charging time 841-22-76 

delay time of electrode drive 841-26-45 

furnace heating-up time 841-22-73 

melting time 841-22-75 

unloading time 841-22-77 

torch 

arc plasma torch 841-31-30 

convertible arc plasma torch 841-31-33 

fuel-electric plasma torch 841-31-39 

high-frequency ignition 

(of a plasma torch) 841-31-15 

ignition of a plasma torch 841-31-15 

induction plasma torch 841-31-38 

laminar jet plasma torch 841-31-34 

microwave plasma torch 841-31-37 

multi-arc plasma torch 841-31-33 

non-electrode plasma torch 841-31-36 

non-transferred arc plasma torch 841-31-31 

nozzle (of a plasma torch) 841-31-40 

plasma torch 841-31-29 

superimposed arc plasma torch 841-31-32 

transferred arc plasma torch 841-31-32 

turbulent jet plasma torch 841-31-35 

transfer 

heat transfer 841-21-10 



239 



IS 1885 (Part 51): 2012 
I EC 60050-841 : 2004 



transferred 

transferred arc plasma torch 841-31-32 

transformer 

arc furnace transformer 841-26-55 

booster transformer 841-26-56 

rating power 

of an arc furnace transformer 841-26-65 

ultrasonic transformer 841-33-11 

transistor 

transistor frequency converter 841-27-71 

transmitter 

ultrasonic transmitter 841-33-12 

transparency 

microwave transparency 841-29-14 

transport 

electromagentic transport 
of liquid metals 841-27-25 

transverse 

transverse electron gun 841-30-16 

transverse flux induction heating 841-27-08 

travelling 

travelling wave heating 841-27-1 1 

tray 

charging tray 841-22-47 

treatment 

heat treatment 841-22-21 

physical vapour 

deposition treatment, PVD 841-34-13 

plasma assisted chemical vapour 

deposition treatment, PACVD 841-34-09 

plasma assisted physical vapour 

deposition treatment, PAPVD 841-34-10 

plasma diffusive treatment 841-34-11 

surface heat treatment 841-22-22 

thermo-chemical treatment 841-22-30 

triode 

triodegun 841-30-18 

tube 

electric radiant tube 841-23-1 1 

induction tube welding 841-27-19 

tubular 

tubular furnace 841-23-40 

tubular infrared emitter 841-24-24 

tundish 

charging tundish 841-22-52 

tunnel 

tunnel furnace 841-23-36 

turbulent 

turbulent jet plasma torch 841-31-35 

type 

core type inductor 841-27-58 

ultrasonic 

ultrasonic converter 841-33-09 

ultrasonic equipment 841-33-04 

ultrasonic generator 841-33-10 

ultrasonic heating 841-33-01 

ultrasonic installation 841-33-05 



ultrasonic transformer 841-33-11 

ultrasonic transmitter 841-33-12 

ultrasonic wave 841-33-02 

ultrasonic welding 841-33-03 

U 

ultrasound 

ultrasound intensity 841-33-13 

unbalance 

arc furnace installation 

operating unbalance 841-26-75 

arc furnace installation 

structural unbalance 841-26-76 

arc furnace installation unbalance 841-26-74 

unbalance coefficient 841-26-77 

unisolated 

electrode salt-bath furnace 
with unisolated heating space 841-25-19 

unit 

infrared emitter directing unit 841-24-28 

unloading 

unloading time 841-22-77 

useful 

rated useful output power 841-28-29 

useful heat 841-21-19 

useful high-frequency power 841-28-28 

useful surface 
(of a heating chamber) 841-23-70 

V 
vacuum 

cold wall vacuum furnace 841-23-60 

hot wall vacuum furnace 841-23-59 

infrared vacuum drying 841-24-07 

infrared vacuum furnace 841-24-11 

vacuum furnace 841-23-58 

vacuum induction furnace 841-27-40 

vacuum melting 841-22-16 

vacuum remelting arc furnace 841-26-13 

value 

characteristic value 

of electroheat installation 841-22-67 

nominal value 841-28-32 

rated value 841-21-35 

vapour 

chemical vapour deposition, CVD 841-22-07 

physical vapour deposition 

process, PVD 841-22-08 

physical vapour 

deposition treatment, PVD 841-34-13 

plasma assisted chemical vapour 

deposition treatment, PACVD 841-34-09 

plasma assisted physical vapour 

deposition treatment, PAPVD 841-34-10 

vault 

vault 841-22-35 

vertical 

vertical furnace 841-23-31 
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vibrating 

vibrating conveyor 841-22-44 

viewing 

optical viewing system 841-30-28 

voltage 

arc voltage 841-26-63 

beam accelerating voltage 841-30-29 

furnace supply voltage 841-26-64 

heating in constant voltage plasma 841-34-07 

molten salt decomposition voltage 841-25-41 

W 

waist 

waist 841-30-03 

walking 

walking beam furnace 841-23-53 

wall 

cold wall vacuum furnace 841-23-60 

hot wall vacuum furnace 841-23-59 

water-cooled 
water-cooled electrode 841-26-50 

water 

continuous electrode water heater 841-25-25 

electrode water heating 841-25-12 

water cooled panel 841-26-32 

water cooled roof 841-26-33 

wave 

travelling wave heating 841-27-1 1 

ultrasonic wave 841-33-02 

waveguide 
waveguide 

(of a microwave heater or oven) 841-29-22 

waveguide filter 

(in a dielectric heating equipment) .... 841-28-27 

welder 

dielectric plastic welder 841-28-13 

welding 

cutting edge welding electrode 841-28-26 

dielectric plastic welding 841-28-08 

dielectric welding electrode 841-28-25 

induction tube welding 841-27-19 

induction welding 841-27-18 

plasma welding 841-31-23 

ultrasonic welding 841-33-03 

wild 
wild phase 841-26-78 

work 
work electrode 
(of a dielectric heater) 841-28-20 

working 

working electrode 841-25-30 

working end of an electrode 

glass furnace 841-25-36 

working temperature 841-21-39 

workload 

microwave workload 841-29-11 



zone 

zone induction melting. 



841-27-13 
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